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DEPARTMENT  OF  JUSTICE 
Bureau  of  Prisons  * 

28  CFR  Part  541 

Control,  Custody,  Care,  Treatment, 
and  Instruction  of  Inmates 

AGENCY:  Bureau  of  Prisons,  Justice. 
ACTION:  Final  rule. 

summary:  This  document  amends  a 
final  rule  relating  to  the  Bureau  of 
Prisons  policy  on  Control  Unit  programs. 
The  amendments  cover  various 
procedural  aspects,  including 
designating  one  region  to  conduct 
hearings  on  Control  Unit  placements, 
requiring  a  mental  health  and  medical 
report  prior  to  placement  in  the  Control 
Unit,  and  clarifying  programs  and 
services  offered.  The  revised  rule  is 
intended  to  clarify  Bureau  practices  in 
regards  to  specified  aspects  of  the 
Control  Unit. 

DATE:  Effective  date:  July  1, 1981. 
address:  Office  of  General  Counsel, 
Bureau  of  Prisons,  Room  760,  320  1st 
Street,  N.W.,  Washington,  D.C.  20534. 
FOR  FURTHER  INFORMATION  CONTACT: 
Mike  Pearlman,  Office  of  General 
Counsel,  Bureau  of  Prisons,  phone  202/ 
724'/3062. 

SUPPLEMENTARY  INFORMATION:  In  this 
document  the  Bureau  of  Prisons  is 
amending  its  rule  relating  to  “Control 
Unit  Programs”.  This  subject  was 
published  in  the  Federal  Register  June 
29, 1979  (at  44  FR  38260  et  seq.J.  The 
present  amendments  place  no  increased 
burden  on  either  the  inmate  or  the 
public  and  are  intended  to  clarify  the 
scope  of  the  Bureau’s  present  rule.  For 
these  reasons,  the  provision  of  the 
Administrative  Procedure  Act  (5  USC 
553)  requiring  notice  of  proposed 
rulemaking,  opportunity  for  public 
participation,  and  delay  in  effective  date 
is  inapplicable.  Members  of  the  public 
may  submit  comments  concerning  these 
amendments  by  writing  the  previously 
cited  address.  These  comments  will  be 
considered  but  will  receive  no  response 
in  the  Federal  Register. 

The  Bureau  of  Prisons  has  determined 
that  these  amendments  do  not  constitute 
a  major  rule  for  the  purpose  of  EO  12291. 
The  Bureau  of  Prisons  has  determined 
that  EO  12291  does  not  apply  to  this  set 
of  rulemaking  since  the  rules  involve 
agency  management.  After  review  of  the 
law  and  regulations,  the  Director, 

Bureau  of  Prisons  has  certified  that  this 
rule,  for  the  purpose  of  the  Regulatory 
Flexibility  Act  (Pub.  L.  96-354)  does  not 
have  a  significant  impact  on  a 
substantial  number  of  small  entities. 


Summary  of  Changes 

1.  §  541.41  For  clarity,  former 

§  541.41(c)(2)  and  and  (c)(3)  are  now 
incorporated  into  amended 
§  541.41(b)(6)  and  (b)(5),  respectively. 
Based  on  this  modification,  the  second 
sentence  of  former  §  541.41(b)(6)  has 
been  deleted.  For  consistency  with 
§  541.41(b)(1),  §  541.41(b)(2)  is  revised  to 
read  “other  persons",  rather  than  “other 
inmates  or  staff  members”. 

Section  541.41(c)(1)  is  amended  to 
specify  that  evidence  of  significant 
mental  disorder  or  major  physical 
disability  be  "documented  in  a  mental 
health  evaluation  or  a  physical 
examination”.  Based  on  the  deletion  of 
former  §  541.41(c)(2)  and  (c)(3),  former 
§  541.41(c)(4)  becomes  new 
§  541.41(c)(2). 

2.  §  541.42  The  first  paragraph  of 
former  §  541.42  (now  §  541.42(a))  reflects 
procedural  changes.  As  originally 
published,  hearing  administrators  were 
designated  out  of  each  region.  To  ensure 
better  uniformity,  the  amended  rule 
specifies  that  the  Bureau  of  Prisons 
North  Central  Regional  Office  will 
coordinate  all  hearings.  The  Regional 
Director  in  the  region  where  the  inmate 
is  located  is  to  review  the  referral 
material  and  upon  concurrence  with  the 
recommendation,  forward  a  written 
request  to  the  Regional  Director,  North 
Central  Region. 

The  last  sentence  of  the  first 
paragraph  of  former  §541.42  becomes 
the  first  sentence  of  new  final 
§  541.42(b).  Former  §  541.42(a)-(c) 
becomes  new  final  §  541.42(b)(1)— (3). 

3.  §  541.43-§  541.43(a)  is  amended  to 
recognize  that  the  hearing  “ordinarily” 
occurs  at  the  recommending  or  sending 
institution.  Section  541.43(b)(3)  identifies 
the  Hearing  Administrator  as  the  person 
who  determines  what  constitutes  “a 
reasonable  period.” 

4.  §  541.46  Section  541.46  is  amended 
in  several  areas.  The  amended  rule 
requires  that  specified  programs  and 
services  be  provided  unless  compelling 
security  or  safety  reasons  exist.  Such 
reasons  must  be  documented  and  signed 
by  the  Warden.  Section  541.46(d),  (e)(1), 
and  (n)  are  reworded,  although  their 
intent  is  unchanged.  Amended 

§  541.46(e)(5)  substitutes  the  broader 
phrase  “may  be  deprived”  for  "will  be 
deprived”.  Amended  §  541.46(g) 
recognizes  that  counselor  services 
includes  counseling  as  recommended  in 
the  section  on  mental  health  services. 
The  amended  rule  on  “Mental  Health 
Services”  requires  a  “complete" 
psychological  evaluation.  A  further 
amendment  provides  for  individual 
evaluations  every  30  days,  as  opposed 
to  the  previous  rule’s  “no  less  than  every 


three  months”.  The  amended  rule 
clarifies  the  role  of  the  psychologist, 
stating  that  the  psychologist  is  to 
perform  and/or  supervise  needed 
psychological  services.  The  rule  further 
specifies  that  inmates  requiring 
prescribed  psychotropic  medication  are 
not  ordinarily  housed  within  a  Control 
Unit.  These  changes  ensure  that  the 
Control  Unit  does  not  house  inmates 
with  mental  problems,  while  providing 
Control  Unit  inmates  with  access  to,  and 
assessment  by,  mental  health  personnel. 
For  purpose  of  clarity,  amended 
§  541.46(j)  recognizes  that  individual 
prayer  and/or  worship  is  allowed  in  the 
Control  Unit.  An  amendment  to 
§  541.46(1)  provides  that  inmates  within 
the  Control  Unit  are  provided 
correspondence  privileges  in  accordance 
with  the  Bureau’s  national  policy  on 
correspondence  (see  28  CFR,  Part  540). 
Deleted  is  the  requirement  that  Control 
Unit  inmates  be  placed  on  a  restricted 
correspondence  list. 

5.  §  541.47  Final  §  541.47(b)  is 
deleted  as  the  Control  Unit  no  longer 
has  closed  front  cells.  Section  541.47(c)- 
(g)  becomes  new  final  §  541.47(b)— (f). 
Amended  §  541.47(c)  substitutes  the 
word  “guidelines”  for  the  phrase  “rules 
and  regulations". 

6.  §  541.48  Section  541.48(a)  is 
revised  to  identify  the  purpose  ol  the  30- 
day  review  as  an  assessment  of  the 
inmate’s  progress  within  the  unit  and 
recognizes  that  the  unit  team  may  make 
a  recommendation  as  to  the  inmate’s 
readiness  for  release. 

7.  §  541.49  Final  §  541.49(a)(l)-(5)  is 
renumbered  §  541.49(a)(4),  (a)(5),  (a)(1), 
(a)(2),  and  (a)(3)  respectively.  Section 
541.49(a)  is  reworded,  although  the 
intent  is  unchanged.  New  §  541.49(a)(1) 
is  amended  to  reflect  that  the  inmate 
should  be  able  to  demonstrate  an  ability 
to  function  in  a  less  restrictive 
environment  without  posing  a  threat  to 
others  or  to  the  orderly  operation  of  the 
institution.  This  language  replaces 
“improvement  in  the  type  of  disruptive 
behavior  which  was  the  basis  for 
placement  in  the  unit."'The  amendment 
recognizes  that  placement  in  a  Control 
Unit  is  ordinarily  the  result  of  a  series  of 
actions,  rather  than  a  single  act.  Section 
541.49(a)(2)  deletes  the  word 
“satisfactory”  as  the  inmate’s 
involvement  in  various  activities 
identifies  the  factors  to  consider.  For 
clarity,  §  541.49(a)(3)  is  amended  to  read 
“institution  guidelines  and  Bureau  of 
Prisons  rules  and  policy". 

Conclusion 

Accordingly,  pursuant  to  the 
rulemaking  authority  vested  in  the 
Attorney  General  in  5  U.S.C.  552(a)  and 
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delegated  to  the  Director  of  the  Bureau 
of  Prisons  in  28  CFR  0.96(t),  28  CFR, 
Chapter  V,  is  amended  as  set  forth 
below. 

Dated:  June  26, 1981. 

Norman  A.  Carlson, 

Director,  Bureau  of  Prisons. 

In  Subchapter  C,  Part  541,  Subpart  D 
is  revised  as  follows: 

SUBCHAPTER  C— INSTITUTIONAL 
MANAGEMENT 

PART  541— INMATE  DISCIPLINE  AND 
SPECIAL  HOUSING  UNITS 

Subpart  D— Control  Unit  Programs 

The  authority  citation  for  Part  541, 
Subpart  D  reads  as  follows: 

Authority:  5  U.S.C.  301;  18  U.S.C.  4001,  4042. 
4081,  4082,  4161-4166,  5015,  5039:  28  U.S.C. 

509.  510:  28  CFR  0.95-0.99. 

1.  By  revising  §  541.41(b)(2),  (b)(5), 

(b)(6),  (c)(1)  and  (c)(2)  to  read  as 
follows: 

§  541.41  Institutional  referral. 

***** 

(b)  The  Warden  shall  consider  the 
following  factors  in  a  recommendation 
for  Control  Unit  placement. 

*  •  *  *  *  * 

(2)  Any  incident  in  which  the  inmate 
has  expressed  threats  to  the  life  or  well¬ 
being  of  other  persons. 
***** 

(5)  Escapes  and  escape  attempts.  For 
referral  to  a  Control  Unit  in  a  Security 
Level  6  institution,  an  inmate  may  not  be 
considered  solely  on  the  basis  of  escape 
attempts,  or  incidents  involving 
possession  of  escape  tools  or  plans; 
however,  if  injury  or  threat  to  life  or  use 
of  deadly  weapons  occurs  in  an  escape 
attempt,  the  inmate  may  be  referred  to 
the  Control  Unit. 

(6)  The  nature  of  the  offense  for  which 
committed.  For  referral  to  a  Control  Unit 
in  a  Security  Level  6  institution,  an 
inmate  may  not  be  considered  solely  on 
the  nature  of  the  crime  which  resulted  in 
that  inmate’s  incarceration;  however, 
the  nature  of  the  crime  may  be 
considered  in  combination  with  other 
factor(s),  as  described  in  paragraph  (b) 
of  this  section. 

(c)  The  Warden  may  not  refer  an 
inmate  for  placement  in  the  Control 

Unit: 

(1)  If  the  inmate  shows  evidence  of 
significant  mental  disorder  or  major 
physical  disabilities  as  documented  in  a 
mental  health  evaluation  or  a  physical 
examination. 

(2)  On  the  basis  that  the  inmate  is  a 
protection  case,  e.g.,  a  homosexual,  an 


informant,  etc.,  unless  the  inmate  meets 
other  criteria  as  described  in  paragraph 
(b)  of  this  section. 

2.  By  revising  §  541.42  to  read  as 
follows: 

§  541.42  Designation  of  Hearing 
Administrator. 

(a)  The  Regional  Director  in  the  region 
where  the  inmate  is  located  shall  review 
the  institution's  recommendation  for 
referral  of  an  inmate  for  placement  in 
the  Control  Unit.  If  the  Regional  Director 
concurs  with  the  recommendation,  the 
Regional  Director  shall  submit  a  written 
request  to  the  Regional  Director,  North 
Central  Region.  The  Regional  Director, 
North  Central  Region  shall  designate  a 
person  in  the  Regional  Office  to  review 
the  referral  material  and  to  conduct  a 
hearing  on  the  appropriateness  of  an 
inmate’s  placement  in  the  Control  Unit. 

(b)  The  Hearing  Administrator  shall 
have  the  following  qualifications: 

(1)  Correctional  experience,  including 
institutional  work  with  inmates, 
processing  of  inmate  disciplinary 
actions,  significant  institutional 
experience  in  observing  and  evaluating 
inmate  adjustment  and  disruptive 
behavior,  and  knowledge  of  the  options 
available  in  the  Bureau  of  Prisons  for 
dealing  with  such  conduct; 

(2)  Lack  of  former  personal 
involvement  in  an  Institution 
Disciplinary  Committee  action  involving 
the  particular  inmate  referred;  and 

(3)  Familiarity  with  Bureau  of  Prisons 
policies  and  operations,  including  the 
criteria  for  placement  of  inmates  in 
different  institutions  and  in  the  Control 
Unit. 

3.  By  revising  $  541.43  (a)  and  (b)(3)  to 
read  as  follows: 

§  541.43  Hearing  procedure. 

(a)  The  Hearing  Administrator  shall 
provide  a  hearing  to  an  inmate 
recommended  for  placement  in  the 
Control  Unit.  The  hearing  ordinarily 
shall  take  place  at  the  recommending  or 
sending  institution. 

(b)  *  *  * 

(3)  The  Hearing  Administrator  shall 
provide  an  inmate  the  service  of  a  full 
time  staff  member  to  represent  the 
inmate,  if  the  inmate  so  desires.  The 
Hearing  Administrator  shall  document 
in  the  record  of  the  hearing  an  inmate's 
request  for,  or  refusal  of  staff 
representation.  The  inmate  may  select  a 
staff  representative  from  the  local 
institution.  If  the  selected  staff  member 
declines  or  is  unavailable,  the  inmate 
has  the  option  of  selecting  another 
representative  or,  in  the  case  of  an 
absent  staff  member,  of  waiting  a 
reasonable  period  (determined  by  the 
Hearing  Administrator)  for  the  staff 


member’s  return,  or  of  proceeding 
without  a  staff  representative.  When  an 
inmate  is  illiterate,  the  Warden  shall 
provide  a  staff  representative.  The  staff 
representative  shall  be  available  to 
assist  the  inmate  and,  if  the  inmate 
desires,  shall  contact  witnesses  and 
present  favorable  evidence  at  the 
hearing.  The  Hearing  Administrator 
shall  afford  the  staff  representative 
adequate  time  to  speak  with  the  inmate 
and  to  interview  available  witnesses. 

*  *  *  /"  *  * 

4.  By  revising  the  introductory 
paragraph  of  §  541.46  and  §  541.46  (d) 
(e)(1),  (e)(5),  (g).  (i).  (j),  (1),  and  (n)  to 
read  as  follows: 

§541.46  Programs  and  services. 

The  Warden  shall  provide  the 
following  services  to  the  Control  Unit 
inmate.  These  services  must  be  provided 
unless  compelling  security  or  safety- 
reasons  dictate  otherwise.  These 
reasons  will  be  documented  and  signed 
by  the  Warden,  indicating  the  Warden's 
review  and  approval. 
***** 

(d)  Legal.  The  Control  Unit  legal 
library  is  equipped  with  basic  legal 
reference  books,  table  and  chair, 
typewriter,  paper  and  carbon.  The 
library  is  offered  to  each  inmate,  upon 
request  and  in  rotation. 

(e)  *  *  * 

(1)  Each  inmate  shall  have  the 
opportunity  to  receive  a  minimum  of 
seven  hours  weekly  recreation  and 
exercise  out  of  the  cell. 
***** 

(5)  Staff  shall  provide  various  games 
and  exercise  materials  as  consistent 
with  custodial  considerations.  Inmates 
who  alter  or  intentionally  damage 
recreation  equipment  may  be  deprived 
of  the  use  of  that  equipment  in  the 
future. 

***** 

(g)  Counselor  Services:  The  unit 
counselor  handles  phone  call  requests, 
special  concerns  and  requests  of 
inmates,  requests  for  administrative 
remedy  forms,  is  available  for 
consultation,  and  is  available  for 
counseling  as  recommended  in  the 
mental  health  evaluation  (see 
subsection  “i” — Mental  Health 
Services). 

***** 

(i)  Mental  Health  Services :  During  the 
first  30-day  period  in  the  Control  Unit, 
staff  shall  schedule  the  Control  Unit 
inmate  for  a  complete  psychological 
evaluation  conducted  by  a  staff 
psychologist.  Additional  individual 
evaluations  shall  occur  every  30-days. 
The  psychologist  shall  perform  and/or 
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supervise  needed  psychological 
services.  Psychiatric  services  will  be 
provided  when  necessary.  Inmates 
requiring  prescribed  psychotropic 
medication  are  not  ordinarily  housed  in 
the  Control  Unit. 

(j)  Religion:  Staff  shall  issue  religious 
materials  upon  request,  limited  by 
security  consideration  and 
housekeeping  rules  in  the  unit.  This 
material  may  come  from  an  inmate's 
personal  property  or  from  the  chaplain’s 
office.  The  institutional  chaplains  shall 
make  weekly  visits  to  the  Control  Unit, 
and  additional  visits  as  needed.  While 
individual  prayer  and/or  worship  is 
allowed  in  the  Control  Unit,  religious 
assemblies  or  group  meetings  are  not 
allowed. 

***** 

(1)  Correspondence:  Inmates  confined 
in  the  Control  Unit  are  provided 
correspondence  privileges  in  accordance 
with  the  Bureau  of  Prisons’  rule  on 
Inmate  Correspondence  (see  28  CFR, 

Part  540). 

***** 

(n)  Commissary:  Staff  shall  establish 
a  commissary  purchase  schedule,  the 
amount  of  money  Control  Unit  inmates 
may  spend  per  month  is  comparable  to 
what  inmates  residing  in  the  general 
population  may  spend  for  commissary 
and  hobbycraft  items.  Staff  may  limit 
commissary  items  to  ensure  the  safety 
and  security  of  the  unit. 

5.  By  revising  §  541.47  to  read  as 
follows: 

§541.47  Admission  to  Control  Unit. 

Staff  shall  provide  an  inmate  admitted 
to  the  Control  Unit  with: 

(a)  Notice  of  the  expected  duration  of 
the  inmate's  confinement  in  the  Control 
Unit: 

(b)  Notice  of  the  type  of  personal 
property  which  is  allowable  in  the  unit 
(items  made  of  glass  or  metal  will  not  be 
permitted); 

(c)  A  summary  of  the  guidelines  and 
disciplinary  procedures  applicable  in  the 
unit; 

(d)  An  explanation  of  the  activities  of 
the  Control  Unit; 

(e)  The  expectations  of  the  inmate’s 
involvement  in  Control  Unit  activities; 
and 

(f)  The  criteria  for  release  from  the 
unit,  and  how  those  criteria  specifically 
relate  to  this  confinement  period  in  the 
unit  and  any  specific  requirements  in  the 
inmate's  individual  case. 

6.  By  revising  §  541.48(a)  to  read  as 
follows: 

§541.48  Review  of  Control  Unit 
placement. 

(a)  Unit  staff  shall  evaluate  informally 
and  daily  an  inmate's  adjustment  within 


the  Control  Unit.  Once  every  30  days, 
the  Control  Unit  team,  comprised  of  the 
Control  Unit  Manager,  and  other 
members  designated  by  the  Warden 
(ordinarily  to  include  the  case  manager 
and  education  staff  member  assigned  to 
the  unit)  shall  meet  with  an  inmate  in 
the  Control  Unit.  The  unit  team  shall 
make  an  assessment  of  the  inmate’s 
progress  within  the  unit  and  may  make  a 
recommendation  as  to  readiness  for 
release  after  considering  the  inmate’s: 

(1)  Unit  status: 

(2)  Adjustment:  and 

(3)  Readiness  for  release  from  the 
unit.  (See  §  541.49(a)) 

7.  By  revising  §  541.49(a)  to  read  as 
follows: 

§  541.49  Release  from  the  Control  Unit. 

(a)  Either  the  unit  team  with  approval 
of  the  Warden,  or  the  Executive  Panel 
may  release  an  inmate  from  the  Control 
Unit.  The  following  factors  are 
considered  in  the  evaluation  of  an 
inmate’s  readiness  for  release  from  the 
Control  Unit: 

(1)  Relationship  with  other  inmates 
and  staff  members,  which  demonstrates 
that  the  inmate  is  able  to  function  in  a 
less  restrictive  environment  without 
posing  a  threat  to  others  or  to  the 
orderly  operation  of  the  institution; 

(2)  Involvement  in  work  and 
recreational  activities  and  assignments; 

(3)  Adherence  to  institution  guidelines 
and  Bureau  of  Prisons  rules  and  policy; 

(4)  Personal  grooming  and  cleanliness; 
and 

(5)  Quarters  sanitation. 

*  *  *  *  * 

|FR  Doc.  81-19352  Filed  6-30-81;  8:45  am| 

BILLING  CODE  4410-05-M 


28  CFR  Parts  527  and  545 

Control,  Custody,  Care,  Treatment  and 
Instruction  of  Inmates 

AGENCY:  Bureau  of  Prisons,  Justice. 
ACTION:  Final  rules. 

Summary:  This  document  contains  final 
rules  relating  to  the  control,  custody, 
care,  treatment,  and  instruction  of 
inmates.  Included  are  final  rules  on  (1) 
Federal  Prison  Industries,  Inc. 

(UNICOR) — Inmate  Hiring  Procedures; 
and  (2)  Transfer  of  Inmates  to  State 
Agents  for  Production  on  State  Writs. 
The  rule  on  Federal  Prison  Industries, 
Inc.  (UNICOR) — Inmate  Hiring 
Procedures  provides  a  method  for  an 
inmate  to  obtain  a  work  assignment  in 
Federal  Prison  Industries,  Inc.,  and  for 
determining  initial  rates  of 
compensation.  The  rule  on  Transfer  of 
Inmates  to  State  Agents  for  Production 


on  State  Writs  authorizes  the  Warden  to 
approve  a  request  made  on  behalf  of  a 
state  or  local  court  that  an  inmate  be 
transferred  to  the  physical  custody  of 
state  or  local  agents  pursuant  to  state 
writ  of  habeas  corpus  ad  prosequendum 
or  ad  testificandum.  This  document  is 
intended  to  provide  the  public  notice  of 
the  rules  in  these  areas,  not  just  changes 
from  prior  policy. 
effective  DATE:  August  3. 1981. 

ADDRESS:  Office  of  General  Counsel,' 
Bureau  of  Prisons,  Room  760,  320  1st 
Street  NW„  Washington,  D.C.  20534. 

FOR  FURTHER  INFORMATION  CONTACT: 
Mike  Pearlman,  Office  of  General 
Counsel,  Bureau  of  Prisons,  phone  202/ 
724/3062. 

SUPPLEMENTARY  INFORMATION:  The 

Bureau  of  Prisons  is  publishing  its  final 
rules  on  (1)  Federal  Prison  Industries, 

Inc.  (UNICOR) — Inmate  Hiring 
Procedures;  and  (2)  Transfer  of  Inmates 
to  State  Agents  for  Production  on  State 
Writs.  These  subjects  were  published  in 
the  Federal  Register  as  proposed  rules 
May  1, 1981  (at  46  FR  24902-03). 
Interested  persons  were  invited  to 
submit  comments  concerning  the 
proposed  rules.  No  public  comments 
were  received  on  either  rule.  On  the 
basis  of  internal  staff  review,  some 
changes  have  been  made  in  the  rule  on 
Transfer  of  Inmates  to  State  Agents  for 
Production  on  State  Writs. 

Members  of  the  public  may  submit 
comments  concerning  the  final  rules  by 
writing  the  previously  cited  address. 
These  comments  will  be  considered,  but 
will  receive  no  response  in  the  Federal 
Register. 

The  Bureau  of  Prisons  has  determined 
that  these  rules  are  not  major  rules  for 
the  purpose  of  EO  12291.  After  review  of 
the  law  and  the  regulations,  the 
Director,  Bureau  of  Prisons  has  certified 
that  these  rules,  for  the  purpose  of  the 
Regulatory  Flexibility  Act  (PL  96-354)  do 
not  have  a  significant  impact  on  a 
substantial  number  of  small  entities. 

Summary  of  Changes/Comments — 
Transfer  of  Inmates  to  State  Agents  for 
Production  on  State  Writs 

§  527.31  Revised  §  527.31(a) 
recognizes  that  the  cited  provisions 
apply  to  both  state  and  federal  inmates 
serving  sentences  in  federal  institutions. 
Revised  §  527.31(c)  includes  two 
additional  items  of  information  (location 
where  inmate  will  be  confined  during 
legal  proceedings  and.  for  civil  cases, 
reason  production  on  writ  is  necessary) 
to  be  provided  by  the  state  authority. 
Section  527.31(g)  substitutes  the  phrase 
“the  Warden  or  designee"  for  "Regional 
Counsel”.  Internal  instructions  to  staff 
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advise  that,  where  necessary,  the 
Regional  Counsel  or  Regional 
Administrative  Systems  Manager  will 
be  available  for  consultation.  The  final 
rule  requires  that  staff  “will  always”  (as 
opposed  to  “may  always"  in  the 
proposed  rule)  consider  postponement 
of  the  production  until  after  die  inmate’s 
release  from  custody,  particularly  if 
release  is  within  six  months.  Section 
527.31(h)  is  reworded  to  recognize  that  it 
is  the  role  of  the  Regional  or  Central 
Office  to  review  and/or  to  coordinate 
the  release  of  inmates  classified  as 
Central  Inmate  Monitoring  Cases. 

Conclusion 

Accordingly,  pursuant  to  the 
rulemaking  authority  vested  in  the 
Attorney  General  in  5  U.S.C.  552(a)  and 
delegated  to  the  Director,  Bureau  of 
Prisons  in  28  CFR  0.96(t),  28  CFR,  ' 
Chapter  V  is  amended  as  set  forth 
below.  The  effective  date  of  these  rules 
is  August  3, 1981. 

Dated:  June  26, 1981. 

Norman  A.  Carlson, 

Director,  Bureau  of  Prisons. 

1.  Subchapter  B  is  amended  by  adding 
Subpart  D  to  Part  527  to  read  as  follows: 

SUBCHAPTER  B— INMATE  ADMISSION, 
CLASSIFICATION,  AND  TRANSFER 

PART  527— TRANSFERS 

Subpart  D— Transfer  of  Inmates  to  State 
Agents  for  Production  on  State  Writs 

Sec. 

527.30  Purpose  and  scope. 

527.31  Procedures. 

Authority:  5  U.S.C.  301;  18  U.S.C.  4001, 4042, 
4081,  4082,  5006-5024,  5039;  28  U.S.C.  509,  510; 
28  CFR  0.95-0.99. 

***** 

Subpart  D— Transfer  of  Inmates  to 
State  Agents  for  Production  on  State 
Writs 

§  527.30  Purpose  and  scope. 

The  Bureau  of  Prisons  will  consider  a 
request  made  on  behalf  of  a  state  or 
local  court  that  an  inmate  be  transferred 
to  the  physical  custody  of  state  or  local 
agents  pursuant  to  state  writ  of  habeas 
corpus  ad  prosequendum  or  ad 
testificandum.  The  Warden  at  the 
institution  in  which  the  inmate  is 
confined  is  authorized  to  approve  this 
transfer  in  accordance  with  the 
provisions  of  this  rule. 

§  527.31  Procedures. 

(a)  These  procedures  apply  to  state 
and  federal  inmates  serving  sentences  in 
federal  institutions,  and  shall  be 
followed  prior  to  an  inmate’s  transfer  to 
state  or  local  agents  other  than  through 
the  Interstate  Agreement  on  Detainers. 


The  provisions  of  this  rule  may  not  be 
used  to  avoid  the  use,  or  to  circumvent 
the  intent,  of  the  Interstate  Agreement 
on  Detainers. 

(b)  The  Warden  shall  authorize 
transfer  only  when  satisfied  that  the 
inmate’s  appearance  is  necessary,  that 
state  or  local  arrangements  are 
satisfactory,  that  the  safety  or  other 
interests  of  the  inmate  (such  as  an 
imminent  parole  hearing)  are  not 
seriously  jeopardized,  and  that  federal 
interests  will  not  be  interfered  with,  or 
harmed.  Authorization  may  not  be  given 
where  substantial  concern  exists  over 
any  of  these  considerations. 

(c)  The  request  for  transfer  of  custody 
to  state  agents  shall  be  made  by  the 
prosecutor  or  other  authority  who  acts 
on  behalf  of  the  court  and  shall  be 
directed  to  the  Warden  of  the  institution 
in  which  the  inmate  is  confined.  The 
request  may  be  made  by  letter,  or  in 
urgent  cases  by  wire  or  phone.  The 
request  shall  indicate  the  need  for 
appearance  of  the  inmate,  name  of  the 
court,  nature  of  the  action,  date  of  the 
requested  appearance,  name  and  phone 
number  of  the  state  agency  or  other 
organization  with  responsibility  for 
transporting  the  inmate,  the  name  and 
location  where  the  inmate  will  be 
confined  during  legal  proceedings,  and 
anticipated  date  of  return.  For  civil 
cases,  the  request  shall  also  indicate  the 
reason  that  production  on  writ  is 
necessary  and  some  other  alternative  is 
not  available.  The  applying  authority 
shall  provide  either  at  the  time  of 
application  or  with  the  agent  assuming 
custody,  a  statement  signed  by  an 
authorized  official  that  state  or  local 
officials  with  custody  will  provide  for 
the  safekeeping,  custody,  and  care  of  the 
inmate,  will  assume  full  responsibility 
for  that  custody,  and  will  return  the 
inmate  to  Bureau  of  Prisons’  custody 
promptly  on  conclusion  of  the  inmate’s 
appearance  in  the  state  or  local 
proceedings  for  which  the  writ  is  issued. 

(d)  A  certified  copy  of  the  writ  (one 
with  the  Seal  of  the  Court)  must  be 
received  at  the  institution  prior  to 
release  of  the  inmate.  Institutional  staff 
shall  verify  the  authenticity  of  the  writ. 

(e)  Institution  staff  shall  maintain 
contact  with  the  state  or  local  law 
enforcement  agency  with  responsibility 
for  transfer  of  the  inmate  to  determine 
the  exact  date  and  time  for  transfer  of 
custody.  If  the  inmate  is  awaiting 
federal  trial  or  has  federal  civil 
proceedings  pending,  staff  must  clear 
the  transfer  through  the  U.S.  Attorney. 

(f)  Institution  staff  shall  determine 
from  the  state  or  local  agency  the  names 
of  the  agents  assuming  custody.  Staff 
must  carefully  examine  the  credentials 
of  the  agents  assuming  custody.  In  any 


doubtful  case  verification  should  be 
sought. 

(g)  Transfers  in  civil  cases  pursuant  to 
a  writ  of  habeas  corpus  ad 
testificandum  must  be  cleared  through 
the  Warden  or  designee,  who  ordinarily 
shall  recommend  transfer  only  if  the 
case  is  substantial,  where  testimony 
cannot  be  obtained  through  alternative 
means  such  as  depositions  or 
interrogatories,  and  where  security 
arrangements  permit.  Postponement  of 
the  production  until  after  the  inmates 
release  from  federal  custody  will  always 
be  considered,  particularly  if  release  is 
within  six  months. 

(h)  Release  of  inmates  classified  as 
Central  Inmate  Monitoring  Cases 
requires  review  and/or  coordination  by 
appropriate  authorities  in  either  the 
Regional  or  Central  Office,  in 
accordance  with  the  provisions  of  Part 
524,  Subpart  F. 

2.  In  Subchapter  C,  add  Subpart  F  to 
Part  545  to  read  as  follows: 


PART  545— WORK  AND  COMPENSATION 

***** 

Subpart  F— Federal  Prison  Industries,  Inc. 
(UNICOR)— Inmate  Hiring  Procedures 

545.50  Purpose  and  scope. 

545.51  Procedures. 

545.52  Transfers. 

545.53  Factory  closings. 

545.54  Medical  reasons. 

545.55  Disciplinary  reasons. 

545.56  Evaluation  report. 

Authority:  5  USC  301;  18  USC  4001, 4042. 
4081,  4082.  4126,  5006-5024,  5039;  28  USC  509, 
510;  28  CFR  0.95-0.99 

Subpart  F — Federal  Prison  Industries, 
Inc.,  (UNICOR)— Inmate  Hiring 
Procedures 

§  545.50  Purpose  and  scope. 

Federal  Prison  Industries.  Inc. 
(UNICOR)  provides  inmates  confined  m 
Bureau  of  Prisons  institutions  an 
opportunity  to  obtain  a  work  assignment 
within  each  institution’s  industrial 
location.  This  rule  provides  a  procedure 
for  an  inmate  to  obtain  a  work 
assignment  in  Federal  Prison  Industries. 
Inc.,  and  for  determining  initial  rates  of 
compensation. 

§  545.51  Procedures. 

(a)  Staff  shall  select  an  inmate  for  an 
industrial  work  assignment  from  the 
institution’s  Industries'  waiting  list. 

(b)  For  purpose  of  determining 
compensation,  the  inmate  shall  be 
placed  in  available  entry-level  positions. 

(c)  The  Warden  or  designee  may 
make  an  exception  to  either  paragraph 


SUBCHAPTER  C— INSTITUTIONAL 
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(a)  or  (b)  of  this  section  when  there 
exists  a  supported  need  for  a  specific 
skill.  When  this  occurs,  an  inmate  with 
that  skill,  regardless  of  position  on  the 
list,  may  be  hired  to  fill  the  vacancy,  at 
the  position’s  existing  grade  level. 

§  545.52  Transfer. 

(a)  When  an  inmate  employed  in  an 
industrial  assigment  in  one  institution 
transfers  (for  other  than  disciplinary 
reasons)  to  another  institution  which 
has  an  industrial  operation  requiring 
comparable  job  skills,  staff  shall  make  a 
reasonable  effort  to  hire  the  inmate  into 
a  comparable  work  assigment  with 
comparable  compensation.  Where  no 
such  position  exists,  the  inmate  shall  be 
placed  on  the  institution’s  Industries’ 
waiting  list,  with  consideration  being 
given  for  accelerated  promotion.  • 

(b)  An  inmate  employed  in  an 
industrial  assignment  in  one  institution 
who  transfers  to  another  institution 
where  the  inmate  is  again  placed  in  an 
industrial  operation  retains  all  benefits 
accrued  in  the  inmate’s  preceding 
industrial  assignment. 

§  545.53  Factory  closings. 

(a)  When  an  industrial  factory  closes 
in  a  location  where  there  are  two  or 
more  factories,  an  inmate  who  loses  his/ 
her  job  assignment  as  a  result  of  the 
closing  will  be  placed  in  the  top  portion 
of  the  institution’s  Industries’  waiting 
list. 

(b)  When  an  entire  industrial  factory 
is  moved  from  one  location  to  another, 
and  when  an  inmate  assigned  to  that 
industrial  factory  agrees  to  a 
reassignment  to  the  new  institution  for 
purpose  of  working  in  that  industrial 
factory,  that  inmate  is  transferred  at 
his/her  current  rate  of  compensation. 

§  545.54  Medical  reasons. 

When  an  inmate  is  removed  from  an 
industrial  assignment  because  of 
medical  reasons  which  are  not  work- 
related,  staff,  upon  that  inmate’s  return 
to  work  status,  shall  make  a  reasonable 
effort  to  reassign  that  inmate  to  an 
industrial  assignment  of  comparable 
skill  and  grade.  For  work-related 
injuries,  refer  to  28  CFR,  Part  301,  Inmate 
Accident  Compensation. 

§  545.55  Disciplinary  reasons. 

An  inmate  who  is  transferred  for 
disciplinary  reasons  is  evaluated  on  a 
case-by-case  basis  with  regard  t^  that 
inmate’s  eligibility  for  consideration 
under  the  provisions  of  this  rule. 

§  545.56  Evaluation  report. 

When  an  inmate  is  transferred  from 
an  industrial  assigment  at  one  location 
to  another  institution  where  there  is  also 
an  industrial  operation,  an  evaluation 


form  is  to  be  completed  by  the 
appropriate  Factory  Manager,  reviewed 
by  the  Superintendent  of  Industries  of 
the  sending  institution,  and  forwarded  to 
the  Superintendent  of  Industries  of  the 
receiving  institution.  This  process 
ordinarily  is  completed  within  30  days 
of  transfer. 
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28  CFR  Part  570 

Control,  Custody,  Care,  Treatment  and 
Instruction  of  Inmates 

agency:  Bureau  of  Prisons,  Justice. 
action:  Final  rule. 

summary:  This  document  contains  a 
final  rule  relating  to  the  control,  custody, 
care,  treatment,  and  instruction  of 
inmates.  Included  is  the  final  rule  on 
Furloughs.  This  rule  discusses  various 
components  of  the  Bureau’s  furlough 
program,  among  these  justification  for 
furlough,  eligibility  requirements,  and 
procedures.  This  document  is  intended 
to  provide  the  public  with  notice  of  the 
rule  in  this  area,  not  just  changes  from 
prior  policy. 

EFFECTIVE  DATE:  August  3, 1981. 
address:  Office  of  General  Counsel, 
Bureau  of  Prisons,  Room  760,  320 1st 
Street,  N.W.,  Washington,  D.C.  20534. 
FOR  FURTHER  INFORMATION  CONTACT: 
Mike  Pearlman,  Office  of  General 
Counsel,  Bureau  of  Prisons,  phone  202 / 
724/3062. 

SUPPLEMENTARY  INFORMATION:  In  this 
document  the  Bureau  of  Prisons  is 
publishing  its  final  rule  on  Furloughs. 
This  subject  was  published  in  the 
Federal  Register  as  a  proposed  rule 
January  12, 1979  (at  44  FR  2990  et  seq.). 
Interested  persons  were  invited  to 
submit  comments  on  the  proposed  rule 
and  public  comments  were  received 
from  various  sources.  On  the  basis  of 
these  comments  and  internal  staff 
review  of  Bureau  policies,  some  changes 
have  been  made.  Members  of  the  public 
may  submit  further  comments 
concerning  this  rule  by  writing  the  ^ 
previously  cited  address.  These 
comments  will  be  considered  but  will 
receive  no  further  response  in  the 
Federal  Register. 

The  Bureau  of  Prisons  has  determined 
that  this  is  not  a  major  rule  for  the 
purpose  of  EO 12291.  The  Bureau  of 
Prisons  has  determined  that  EO  12291 
does  not  apply  to  this  set  of  rulemaking 
since  the  rules  involve  agency 
management.  After  review  of  the  law 
and  regulations,  the  Director,  Bureau  of 
Prisons  has  certified  that  this  rule,  for 
the  purpose  of  the  Regulatory  Flexibility 


Act  (Pub.  L.  96-354).  does  not  have  a 
significant  impact  on  a  substantial 
number  of  small  entities. 

Summary  of  Changes/Comments 

.  §  570.30  The  final  rule  inserts  the 
phrase  “of  the  United  States"  in 
referring  to  the  Attorney  General. 

2.  §  570.31  The  final  rule  revises  the 
definition  of  overnight  furlough  to  read 
"a  furlough  which  falls  outside  or 
beyond  the  criteria  of  a  day  furlough”.  In 
§  570.31(b)(1)  the  term  “statutory”  is 
added  to  clarify  what  constitutes  a 
mandatory  release  date.  Subsection 
(b)(2)  is  reworded,  although  the  intent  is 
unchanged.  A  comment  requested 
clarification  of  the  term,  “minimum 
expiration  date".  This  language  refers  to 
the  individual's  date  of  release  with 
"good-time"  taken  into  consideration.  In 
subsection  (b)(5),  a  commenter  objects 
to  the  Bureau’s  utilizing  the  top  of  the 
range  of  months  to  be  served  under 
Parole  Commission  guidelines,  citing 
this  as  unduly  harsh.  Establishment  of  a 
parole  date  is  not  within  the  Bureau  of 
Prisons’  authority.  For  this  reason,  and 
pending  establishment  by  the  U.S. 

Parole  Commission  of  an  effective  or 
presumptive  parole  date,  the  Bureau 
considers  it  realistic  to  use  the 
maximum  number  of  months  under 
parole  guidelines  as  an  anticipated 
release  date.  The  application  of  this 
subsection,  however,  should  seldom  be 
necessary  as  the  inmate  is  provided  a 
parole  hearing  shortly  after  arrival  at 
the  designated  institution.  This  parole 
hearing  establishes  an  effective  or 
presumptive  release  date. 

3.  §  570.32  Section  570.32(a)  is 
expanded  to  identify  the  Warden  or 
Acting  Warden  as  the  only  individuals 
authorized  to  approve  furloughs  in  a 
Bureau  of  Prisons  institution.  The 
authority  may  not  be  redelegated. 
Section  570.32  (a)(3)  and  (a)(8)  are 
reworded  but  the  intent  is  unchanged.  In 
subsection  (b),  psychiatric  treatment  is 
deleted  as  a  recognized  reason  for 
inmate  furlough.  This  type  of  treatment 
suggests  that  a  furlough  ordinarily  is  not 
appropriate.  For  a  similar  reason,  we 
also  believe  it  inappropriate  to  include, 
as  suggested  by  one  commenter, 
psychological  treatment  as  justification 
for  furlough.  Where  the  specific 
situation  warrants  furlough 
consideration,  a  recommendation  may 
be  made  in  accordance  with  the 
provisions  of  §  570.32(c).  A  commenter 
suggests  that  the  chief  psychologist  or 
director  of  rehabilitation  be  added  in 
subsection  (b)  and  (b)(2).  While  the 
contribution  of  such  persons  may  be 
solicited,  this  determination  is  best 
made  by  the  Warden  and/or  Chief 
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Medical  Officer,  based  on  the  individual 
situation. 

4.  §  570.33  Section  570.33  (a)  and  (b) 
are  reworded,  although  the  intent  is 
unchanged.  Subsection  (b)  is  expanded 
to  include  “surgical”  as  another  example 
where  the  government  may  bear  the 
expense  of  a  furlough.  The  final  rule 
recognizes  that  the  word  “institution” 
includes  “community  treatment 
centers”.  We  do  not  agree  with  a 
comment  that  the  government  bear  the 
cost  of  a  furlough  for  psychological 
treatment.  As  stated,  psychological 
treatment  is  not  ordinarily  considered 
justified  rationale  for  furlough.  Where 
such  treatment  is  necessary,  institution 
resources  are  expected  to  meet  this 
need. 

5.  §  570.34  Final  §  570.34(a) 
recognizes  that,  with  one  exception,  an 
inmate  rr  st  have  community  custody  to 
receive  a  furlough.  New  §  570.34(b) 
identifies  the  exception.  It  allows  an 
inmate  with  “out”  custody  to  receive  a 
furlough,  but  only  when  that  furlough  is 
for  the  purpose  of  transferring  to 
another  institution  or  camp.  Proposed 

§  570.34(b)— (d)  is  reworded  and  becomes 
final  §  570.34(c)-(e).  The  intent  of  the 
subsections  is  unchanged. 

A  commenter  suggests  that  §  570.34(b) 
will  enable  the  Warden  to  make  a 
decision  on  an  inmate’s  physical  and 
mental  capability  "without  appropriate 
professional  advice”.  This  interpretation 
is  contrary  to  the  intent  of  the  rule.  The 
Warden,  as  the  official  responsible  for 
the  operation  of  the  institution,  must  be 
the  deciding  official.  Prior  to  making  a 
decision,  it  is  expected  that  the  Warden 
will  have  appropriate  information  on  the 
inmate’s  physical  and  mental  capability. 
Such  information  may  come  not  only 
from  a  physician,  as  suggested  by  a 
commenter,  but  may  also  come  from  the 
unit  team,  psychologist,  work 
supervisor,  etc. 

An  inmate  in  one  Bureau  institution 
stated  that  his  institution's  furlough 
guidelines  did  not  adhere  to  the  Bureau’s 
proposed  rule.  Publication  of  a  proposed 
rule  is  not  intended  to  supersede  or,  in 
all  cases,  to  reflect  existing  practices. 
Rather,  the  proposed  rule  identifies 
contemplated  policy  and  solicits  public 
comment.  Following  an  assessment  of 
the  available  information,  a  final  rule  is 
prepared  and  published.  Each  Bureau 
institution  is  expected  to  adhere  to  the 
policy  established  by  that  final  rule. 

We  do  not  agree  with  a  comment 
which  suggests  that  we  expand 
§  570.34(d)(1)  to  include  furloughs  to 
court.  Section  570.32  establishes  the 
basis  for  this  type  of  furlough.  Section 
570.34  provides  the  Warden  with  the 
appropriate  discretion  to  assess  such 


requests  and,  if  warranted,  to  approve 
the  inmate  for  furlough. 

Other  commenters  raised  concerns  on 
the  eligibility  requirements.  A 
commenter  objected  to  what  he 
considered  the  “discretionary  options 
now  left  to  the  Warden”.  The 
commenter  favored  more  specific 
guidelines.  Comments  also  suggested 
that  the  rule  was  too  narrow,  that  it 
seems  to  favor  persons  serving  longer 
sentences,  and  that  it  excludes  from 
program  participation  various  other 
segments  of  the  prison  population. 
Favored  was  an  expansion  of  the  rule  to 
allow  greater  community  reintegration. 

A  commenter  suggested  that  the  rule 
require  the  Warden  to  approve  a 
furlough  for  an  inmate  with  18  months  or 
less,  with  these  furloughs  on  a  monthly 
basis,  weekends,  etc.  Another  comment 
suggested  that  the  basic  criteria  for  a 
furlough  be  18  months  before  an 
anticipated  release  date,  good 
institutional  adjustment,  and  a 
reasonable  assurance  that  the  inmate 
will  complete  the  furlough  without 
incident.  The  commenter  favors 
development  of  a  temporary  release 
committee,  comprised  of  institutional 
staff  and  “private  citizens  of  good 
character”.  While  these  comments  of 
interested  persons  are  considered,  we 
do  not  consider  them  feasible  or  good 
management  of  the  furlough  program. 
Establishment  of  the  suggested 
committee  is  not  practicable.  Section 
570.34  presents  the  eligibility 
requirements  for  furlough  consideration. 
Section  570.34(e)(5)  recognizes  the 
Warden’s  discretion  to  approve  a 
furlough  outside  the  stated  guidelines. 
We  consider  this  discretion  appropriate. 
As  the  Chief  Executive  Officer  of  the 
institution,  it  is  necessary  for  the 
Warden  to  be  able  to  assess  a  situation 
on  its  individual  merits,  and  to  act 
accordingly  and  within  the  general 
boundaries  of  the  Bureau’s  rule  on 
furloughs.  We  favor  placement  of  the 
decision  with  the  person  who  is 
responsible  for  it,  the  Warden,  and  not 
diffusion  of  this  decision  in  a  committee. 
An  inmate  who  believes  that  he  or  she 
has  been  treated  inappropriately  may 
appeal  the  decision  through  the 
administrative  remedy  procedure.  We 
would  agree  with  a  comment  that 
furlough  programs  are  generally 
considered  to  have  a  high  percentage  of 
successful  completions,  and  add  our 
belief  that  this  result  must  give  due 
recognition  to  the  eligibility 
requirements.  To  comments  that  favor 
an  expansion  of  the  rule  to  allow  greater 
community  reintegration,  we  emphasize 
that  a  furlough  program  is  not  a  separate 
entity,  but  is  one  segment  of  the  total 


institution  operation.  Other  segments 
include  institutional  training, 
employment,  work/study  release,  pre¬ 
release  counseling,  etc.  Preparation  for 
return  to  the  community  mobilizes  a 
variety  of  resources. 

6.  §  570.35  For  purposes  of 
clarification,  final  §  570.35(a)  inserts  the 
qualifying  term  “ordinarily”  in 
describing  conditions  which  impact  on 
furlough  eligibility.  The  final  rule 
clarifies  that  any  of  the  cited  conditions, 
either  singularly  or  together,  may  impact 
on  furlough  eligibility.  Deleted  is  the 
overly  broad  phrase  “unles  the  Warden 
determines  that  the  value  of  the  furlough 
is  greater  than  the  attendant  risk".  The 
last  sentence  of  §  570.35(a)  clearly 
recognizes  that  the  Warden  may  grant 
such  an  inmate  a  furlough. 

We  disagree  with  comments  which 
object  to  limitations  on  furloughs  posed 
by  §  570.35(a).  Nor  do  we  agree  with  a 
comment  that  this  section  is  intended  to 
protect  the  Bureau  from  public  criticism 
and/or  embarrassment.  The  Bureau  of 
Prisons  is  charged  with  the 
responsibility  for  the  care,  custody, 
control,  treatment  and  instruction  of 
inmates,  and  for  protection  of  the  public. 
This  mandate  necessitates  a  distinction 
between  certain  types  of  offenses  and 
conditions,  based  on  the  severity  and 
notoriety  of  the  offense.  This 
differentiation  is  necessary  to  maintain 
public  trust  in  the  correctional  process. 
The  rule  recognizes  the  Bureau's 
resonsibility  to  work -closely  with  the 
community,  and  to  promote  public 
understanding  and  support  of  the 
furlough  program  and  its  relationship  to 
the  total  correctional  process.  To  a 
comment  which  suggests  that  the 
restriction  towards  persons  who  have 
committed  a  serious  crime  against  the 
person  can  only  serve  to  further 
“alianation  (sic)  and  bitterness  on  the 
part  of  the  imprisoned"  we  would  point 
out  that  the  nature  of  this  type  of  crime 
requires  that  the  individual  be  held  to  a 
higher  standard  of  accountability.  The 
inmate  still  has  available  a  variety  of 
other  opportunities  for  self-improvement 
and  community  interaction  (for  example, 
inmate  organizations,  correspondence 
and  visiting  privileges,  etc.).  We  would 
also  note  that  where  circumstances 
warrant,  the  rule  does  enable  the 
Warden  to  approve  an  inmate  for 
furlough  whose  application  is 
considered  under  this  subsection. 

Section  570.35(b)  substitutes  the  term 
"classified”  for  "designated"  and 
“Subpart  F’  for  “Subpart  C".  Section 
570.35(c)  is  reworded.  The  proposed  rule 
required  such  facilities  to  meet  the 
requirements  set  forth  in  the  furlough 
rule.  Inasmuch  as  each  contract  facility 


34552 


Federal  Register  /  VoL  46.  No.  126  /  Wednesday,  July  1,  1981  /  Rules  and  Regulations 


enters  a  written  agreement  with  the 
Bureau  of  Prisons  on  operation  of  that 
facility,  final  §  570.35(c)  states  that 
contract  facilities  must  adhere  to  the 
conditions  of  their  contract  in 
considering  an  application  for  furlough. 
The  last  sentence  of  proposed 
§  570.35(c)  is  deleted,  as  this  information 
constitutes  instructions  to  staff. 

7.  §  570.36-§  570.36(d)  is  new  and 
states  that  an  inmate  returning  from 
furlough  is  subject  to  search  as  provided 
in  the  Bureau’s  rule  on  searches  of 
inmates.  This  procedure  is  consistent 
with  the  institution’s  need  to  maintain 
security,  good  order,  and  discipline. 
Proposed  §  570.36(d)  becomes  final 
§  570.36(e). 

In  response  to  a  comment,  we  see  no 
benefit  for  the  rule  to  discuss  the  role  of 
a  U.S.  Probation  Officer  (USPO),  as  this 
pertains  to  furloughs.  In  its  internal 
instructions,  the  Bureau  requires  that 
staff,  prior  to  the  inmate’s  first  furlough, 
contact  the  Chief  USPO  in  the  district  of 
sentencing  and,  where  different,  the 
Chief  USPO  in  the  District  to  be  visited. 
The  responses  of  these  as  well  as  any 
other  persons  who  may  be  consulted  are 
considered  in  determining  whether  a 
furlough  is  appropriate.  The  decision, 
however,  on  whether  a  furlough  is 
approved  or  disapproved  is  made  by  the 
Bureau  of  Prisons. 

A  commenter  suggested  that  there  be 
time  deadlines  for  approval  or  denial  of 
a  furlough  application.  Another 
commenter  suggested  that  the  inmate 
receive  a  full  written  report  detailing  the 
criteria  on  which  an  adverse  decision 
was  based  and  be  notified  of  the 
opportunity  to  appeal  an  adverse 
decision.  A  third  comment  suggested 
that  staff  be  required  to  give 
“meaningful  reasons  for  the  denial  of 
furloughs  which  are  geared  to  specific 
criteria".  The  Bureau’s  rule  requires  that 
an  inmate  be  advised  of  the  reasons  for 
denial  of  a  furlough.  If  dissatisfied  with 
this  action,  or  the  lack  of  a  response  to 
the  furlough  application,  the  inmate  can 
appeal  the  decision,  or  the  lack  of  a 
decision,  through  use  of  the 
Administrative  Remedy  Procedure.  This 
procedure  offers  the  inmate  three  levels 
of  review  (by  the  Warden,  Regional 
Director,  and  General  Counsel),  with  a 
written  response  provided  by  each. 

We  are  unable  to  adopt  a  comment 
which  suggests  that  final  §  570.36(e) 
identify  what  is  meant  by  “unusual”. 
Such  a  determination  is  based  on  the 
individual  situation,  with  consideration 
given  to  that  which  was  scheduled  to 
occur  and  that  which  actually  did  occur 
during  the  furlough. 

8.  §  570.37  Section  570.37(a)  and 
(a)(2)  are  reworded,  but  their  intent  is 
unchanged.  A  commenter  correctly 


assumed  that  any  disciplinary  action 
contemplated  in  §  570.37(a)(2)  must  '  . 
comply  with  the  procedures  on  inmate 
discipline. 

Conclusion 

Accordingly,  pursuant  to  the 
rulemaking  authority  vested  in  the 
Attorney  General  in  5  U.S.C.  552(a)  and 
delegated  to  the  Director,  Bureau  of 
Prisons  in  28  CFR  0.96(t),  28  CFR 
Chapter  V  is  amended  as  set  forth 
below.  The  effective  date  of  this  rule  is 
August  3, 1981. 

Dated:  June  26, 1981. 

Norman  A.  Carlson, 

Director,  Bureau  of  Prisons. 

In  Subchapter  D,  add  a  Subpart  C  to 
Part  570  to  read  as  follows: 

SUBCHAPTER  D— COMMUNITY 
PROGRAMS  AND  RELEASE 

PART  570— COMMUNITY  PROGRAMS 

***** 

Subpart  C— Furloughs 

Sec. 

570.30  Purpose  and  scope. 

570.31  Definitions. 

570.32  Justification  for  furlough. 

570.33  Expenses  of  furlough. 

570.34  Eligibility  requirements. 

570.35  Limitations  on  eligibility. 

570.36  Procedures. 

570.37  Violation  of  furlough. 

Authority:  5  U.S.C.  301;  18  U.S.C.  751,  4001. 
4042,  4081,  4082.  5006-5024,  5039:  28  U.S.C. 

509,  510:  28  CFR  0.95-0.99. 
***** 

Subpart  C— Furloughs 

§  570.30  Purpose  and  scope.  - 

The  Attorney  General  of  the  United 
States  has  delegated  the  authority  to 
grant  furloughs  under  18  U.S.C.  4082(c) 
to  the  Director,  Bureau  of  Prisons  (28 
CFR  0.96(d)).  The  furlough  program  of 
the  Bureau  of  Prisons  is  intended  to  help 
the  inmate  to  attain  correctional  goals. 

A  furlough  is  not  a  right,  but  a  privilege 
granted  an  inmate  under  prescribed 
conditions.  It  is  not  a  reward  for  good 
behavior,  nor  a  means  to  shorten  a 
criminal  sentence. 

§  570.31  Definitions. 

(a)  A  furlough  is  an  authorized 
absence  from  an  institution  by  an 
inmate  who  is  not  on  a  work/study 
release  program  nor  under  escort  of  a 
staff  member  or  a  U.S.  Marshal.  The  two 
types  of  furloughs  are: 

(1)  Day  Furlough — A  furlough  within 
the  geographic  limits  of  the  commuting 
area  of  the  institution  (approximately  a 
50-mile  radius),  which  lasts  16  hours  or 
less,  and  ends  before  midnight. 


(2)  Overnight  Furlough — A  furlough 
which  falls  outside  or  beyond  the 
criteria  of  a  day  furlough. 

(b)  An  anticipated  release  date,  for 
purposes  of  this  rule,  refers  to  the  first  of 
the  following  dates  which  applies  to  an 
inmate  requesting  a  furlough: 

(1)  The  inmate’s  mandatory  (statutory) 
release  date; 

(2)  The  inmate’s  minimum  expiration 
date: 

(3)  The  inmate’s  presumptive  parole 
date; 

(4)  The  inmate’s  effective  parole  date; 
or 

(5)  In  the  absence  of  a  presumptive  or 
effective  parole  date,  the  top  of  the 
range  of  months  to  be  served  for  the 
inmate’s  specific  offense  and  salient 
factor  score,,  using  the  U.S.  Parole 
Commission  guidelines. 

§  570.32  Justification  for  furlough. 

(а)  The  authority  to  approved 
furloughs  in  Bureau  of  Prisons 
institutions  is  delegated  to  the  Warden 
or  Acting  Warden.  This  authority  may 
not  be  further  delegated.  An  inmate  may 
be  authorized  a  furlough: 

(1)  To  be  present  during  a  crisis  in  the 
immediate  family,  or  in  other  urgent 
situations; 

(2)  To  participate  in  the  development 
of  release  plans; 

(3)  To  reestablish  family  and 
community  ties; 

(4)  To  participate  in  selected 
educational,  social,  civic,  religious,  and 
recreational  activities  which  will 
facilitate  release  transition; 

(5)  To  transfer  directly  to  another 
institution  or  to  a  non-federal  facility; 

(б)  To  appear  in  court  in  connection 
with  a  civil  action; 

(7)  To  comply  with  an  official  request 
to  appear  before  a  grand  jury,  or  to 
comply  with  a  request  from  a  legislative 
body  or  regulatory  or  licensing  agency; 
or 

(8)  To  appear  in  a  criminal  court 
proceeding,  but  only  when  the  use  of  a 
furlough  is  requested  or  recommended 
by  the  applicable  court  or  prosecuting 
attorney. 

(b)  The  Warden  may  recommend  a 
furlough  for  an  inmate  to  obtain 
necessary  medical,  surgical,  or  dental 
treatment  not  otherwise  available.  In 
addition  to  the  recommendation  of  the 
Warden,  a  furlough  of  this  nature 
requires  the  recommendation  of  the 
Chief  Medical  Officer  (Chief  of  Health 
Programs).  Approval  for  a  furlough  of 
this  type  occurs  in  one  of  the  following 
ways: 

(1)  Staff  shall  contact  the  Regional 
Office  for  approval  when  the  cost  of 
medical  care  is  at  the  expense  of  the 
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government.  In  case  of  medical 
emergency,  staff  may  authorize  a 
furlough  for  hospitalization  and  shall 
notify  the  Regional  Office  as  soon  after 
the  emergency  admission  as  possible. 

(2)  When  medical  care  expenditures 
are  borne  by  the  inmate,  or  other  non¬ 
governmental  source,  the  furlough 
request  requires  the  approval  of  the 
Medical  Director  and  the  Assistant 
Director,  Correctional  Programs 
Division. 

(c)  The  Warden  may  refer  a  request 
for  a  furlough  in  other  situations  through 
the  Regional  Director  to  the  Assistant 
Director,  Correctional  Programs  Division 
for  approval. 

§  570.33  Expenses  of  furlough. 

(a)  Except  as  provided  in  paragraph 

(b)  of  this  section,  the  inmate  or  the 
inmate’s  family  or  other  appropriate 
source  approved  by  the  Warden  shall 
bear  all  expenses  of  a  furlough, 
including  transportation,  food,  lodging, 
and  incidentals. 

(b)  The  government  may  bear  the 
expense  of  a  furlough  only  when  the 
purpose  of  the  furlough  is  to  obtain 
necessary  medical,  surgical,  or  dental 
treatment  not  otherwise  available,  or  to 
transfer  an  inmate  to  another 
correctional  institution  (includes 
community  treatment  centers). 

§  570.34  Eligibility  requirements. 

(a)  Except  as  provided  in  paragraph 

(b)  of  this  section,  the  Warden  may 
grant  a  furlough  only  to  an  inmate  with 
community  custody. 

(b)  The  Warden  may  grant  a  furlough 
to  an  inmate  with  "out”  custody  only 
when  the  furlough  is  for  the  purpose  of 
transferring  directly  to  another 
institution  or  camp. 

(c)  The  Warden  may  grant  a  furlough 
only  to  an  inmate  the  W'arden 
determines  to  be  physically  and 
mentally  capable  of  completing  the 
furlough. 


(d)  The  Warden  may  grant  a  furlough 
only  to  an  inmate  who  has 
demonstrated  sufficient  responsibility  to 
provide  reasonable  assurance  that 
furlough  requirements  will  be  met. 

(e)  The  Warden  shall  determine  the 
eligibility  of  an  inmate  for  furlough  in 
accord  with  the  inmate’s  anticipated 
release  date  and  the  basis  for  the 
furlough  request. 

(1)  The  Warden  may  approve  only 
emergency  furloughs  (family  crisis  or 
other  urgent  situation)  for  an  inmate 
with  more  than  two  years  remaining 
until  the  inmate’s  anticipated  release 
date. 

(2)  The  Warden  may  approve  for  day 
furlough  an  inmate  with  two  years  or 
less  remaining  until  the  inmate’s 
anticipated  release  date. 

(3)  The  Warden  may  approve  for 
overnight  furlough  within  the 
institution’s  commuting  area  an  inmate 
with  18  months  or  less  remaining  until 
the  inmate’s  anticipated  release  date. 

(4)  The  Warden  may  approve  for  an 
overnight  furlough  outside  the 
institution’s  commuting  area  an  inmate 
with  one  year  or  less  remaining  until  the 
inmate's  anticipated  release  date.  The 
Warden  may  ordinarily  approve  an 
overnight  furlough  not  to  exceed  once 
each  90  days. 

(5)  If  the  Warden  approves  a  furlough 
outside  the  above  guidelines,  the 
Warden  shall  document  the  reasons  by 
memorandum  for  placement  in  the 
inmate's  central  file. 

§  570.35  Limitations  on  eligibility. 

(a)  The  Warden  ordinarily  may  not 
grant  a  furlough  to  an  inmate  convicted 
of  a  serious  crime  against  the  person 
and/or  whose  presence  in  the 
community  could  attract  undue  public 
attention,  create  unusual  concern,  or 
depreciate  the  seriousness  of  the 
offense.  If  the  Warden  approves  a 
furlough  for  such  an  inmate,  the  Warden 
must  place  a  statement  of  the  reasons 
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for  this  action  in  the  inmate’s  central 
file. 

(b)  The  Warden  may  approve  a 
furlough  for  an  inmate  classified  a 
central  monitoring  case  upon 
compliance  with  the  requirements  of  this 
rule  and  the  requirements  of  Part  524. 
Subpart  F. 

(c)  Staff  at  a  contract  facility  may 
approve  a  furlough  for  a  sentenced 
inmate  housed  in  the  contract  facility  as 
specified  in  that  facility’s  written 
agreement  with  the  Bureau  of  Prisons. 

§  570.36  Procedures. 

(a)  An  inmate  who  meets  the 
eligibility  requirements  of  this  rule  may 
submit  to  staff  an  application  for 
furlough. 

(b)  Before  approving  the  application, 
staff  shall  verify  that  a  furlough  is 
indicated. 

(c)  Staff  shall  notify  an  inmate  of  the 
decision  on  the  inmate's  application  for 
furlough.  Where  an  application  for 
furlough  is  denied,  staff  shall  notify  the 
inmate  of  the  reasons  for  denial. 

(d)  An  inmate  returning  from  furlough 
shall  be  subject  to  search  as  provided  in 
the  Bureau’s  rule  on  searches  of 
inmates. 

(e)  Upon  completion  of  an  inmate's 
furlough,  staff  shall  record  in  the 
inmate's  central  file  anything  unusual 
which  occurred  during  the  furlough. 

§  570.37  Violation  of  furlough. 

An  inmate  who  absconds  from 
furloughror  fails  to  meet  any  of  the 
conditions  of  the  furlough  is  deemed  to 
be  an  escapee  under  federal  law,  18 
U.S.C.  4082,  751. 

(a)  Staff  shall  process  as  an  escapee 
an  inmate  who  absconds  from  furlough. 

(b)  Staff  may  take  disciplinary  action 
against  an  inmate  who  fails  to  comply 
with  any  of  the  conditions  of  the 
furlough. 

[FR  Doc.  81-19354  Filed  6-30-81: 8:45  am| 
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DEPARTMENT  OF  JUSTICE 
Bureau  of  Prisons 
26  CFR  Part  540 

Control,  Custody,  Care,  Treatment  and 
Instruction  of  Inmates;  Proposed 
Rulemaking  and  Request  for 
Comments 

AGENCY:  Bureau  of  Prisons,  Justice. 
ACTION:  Proposed  rule. 

SUMMARY:  The  Bureau  of  Prisons  is 
proposing  to  amend  a  portion  of  its  rule 
on  inmate  correspondence.  The  proposal 
deletes  that  rule  language  which  now 
provides  for  each  inmate  to  receive  five 
free  postage  stamps,  or  the  equivalent, 
each  month.  The  remaining  conditions 
cited  in  the  existing  rule  for  which  free 
postage  may  be  provided  are 
unchanged.  Inmates  may  purchase 
postage  stamps  from  the  inmate 
commissary.  The  proposed  revision  is 
expected  to  result  in  a  potential  savings 
of  approximately  $270,000  per  year  to 
the  Bureau  of  Prisons.  The  revision  is 
considered  practicable,  since  institution 
sources  of  inmate  compensation  and  the 
monthly  spending  limitation  for  inmates 
have  increased  since  the  initial 
publication  of  the  rule  on 
correspondence;  it  is  anticipated  that 
virtually  all  inmates  will  therefore  have 
funds  available  to  purchase  postage 
themselves,  rather  than  to  receive  this 
government  subsidy. 
date:  Commepts  must  be  received  on  or 
before  August  15, 1981. 

ADDRESS:  Office  of  General  Counsel, 
Bureau  of  Prisons,  Room  760,  320 1st 
Street,  NW.,  Washington,  D.C.  20534. 

FOR  FURTHER  INFORMATION  CONTACT: 
Mike  Pearlman,  Office  of  General 
Counsel,  Bureau  of  Prisons,  phone  202 / 
724/3062. 

SUPPLEMENTARY  INFORMATION:  Pursuant 
to  the  rulemaking  authority  vested  in  the 
Attorney  General  in  5  U.S.C.  552(a)  and 
delegated  to  the  Director  of  the  Bureau 
of  Prisons  in  28  CFR  0.96(t),  notice  is 
hereby  given  that  the  Bureau  of  Prisons 
intends  to  publish  in  the  Federal 
Register  a  proposed  amendment  to  the 
rule  on  Inmate  Correspondence.  The 
Correspondence  rule  was  initially 
published  as  an  interim  rule  in  the 
Federal  Register  June  19, 1979  (at  44  FR 
35956  et  seq.J.  A  final  rule  on  this 
subject  was  published  June  30, 1980  (at 
45  FR  44229  et  seq.J.  Section  540.20(a)  of 
the  present  rule  on  correspondence 
provides  each  inmate  five  free  first-class 
postage  stamps,  or  the  equivalent,  each 
month,  to  send  out  mail  weighing  one 


ounce  or  less.  Since  publication  of  this 
rule,  the  monthly  spending  limitation 
authorized  each  inmate  has  risen  from 
$75  to  $85  per  month.  Inmate 
compensation  has  also  increased  during 
this  period.  For  example,  in  Fiscal  Year 
1979,  over  2.96  million  dollars  was  paid 
to  inmates  in  non-industrial  work 
assignments.  It  is  anticipated  that  in 
Fiscal  Year  1981,  this  amount  will  be 
approximately  3.5  million  dollars.  For 
inmates  in  industrial  work  assignments, 
compensation  rates  have  risen  over  18 
percent  since  October  1979.  These 
factors,  together  with  a  concern  over 
levels  of  government  spending,  have  led 
to  a  determination  that  the  allocation  of 
five  free  stamps  per  month  per  inmate  is 
no  longer  practicable.  Accordingly,  it  is 
proposed  to  delete  §  540.20(a).  Current 
§  540.20(a)(1)  is  reworded  and  becomes 
new  §  540.20(a).  The  new  rule  requires 
that  the  Warden  ensure  that  the  inmate 
commissary  has  postage  stamps 
available  for  inmate  purchase.  Existing 
§  540.20  (a)(2)  and  (a)(3)  become  new 
§  540.20  (b)  and  (c).  Existing  §  540.20 

(b)-(g)  become  new  §  540.20  (d)-(i). 

Based  on  the  proposed  revision,  new 
§  540.20  (h)  and  (i)  delete  reference  to 
allocation  from  the  institution  and 
signing  for  all  stamps  from  general  issue 
respectively. 

The  proposed  revision  is  expected  to 
result  in  a  potential  savings  of 
approximately  $270,000  per  year.  At  the 
same  time,  the  proposed  revision  does 
not  deprive  the  inmate  who  is  without 
funds  or  sufficient  postage  from 
obtaining  postage  for  legal  mail  or  for 
Administrative  Remedy  filings  or  for 
emergency  situations.  These  provisions 
continue  unchanged  by  the  proposed 
amendment.  Inmates  who  are  in 
holdover  status  (en  route  to  an 
institution)  or  who  are  in  pre-trial  status 
will  also  continue  to  receive  a 
reasonable  amount  of  postage  at 
government  expense. 

The  Bureau  of  Prisons  has  determined 
that  this  rule  is  not  a  major  rule  for  the 
purpose  of  EO  12291.  The  Bureau  of 
Prisons  has  determined  that  EO  12291 
does  not  apply  to  this  set  of  rulemaking 
since  the  rule  involves  agency 
management.  After  review  of  the  law 
and  the  regulations,  the  Director,  Bureau 
of  Prisons  has  certified  that  this  rule,  for 
the  purpose  of  the  Regulatory  Flexibility 
Act  (PL  96-354),  does  not  have  a 
significant  impact  on  a  substantial 
number  of  small  entities. 

Interested  persons  may  participate  in 
this  proposed  rulemaking  by  submitting 
data,  views,  or  arguments  in  writing  to 
the  Bureau  of  Prisons,  Room  760,  320 1st, 


Street,  N.W.,  Washington,  D.C.  20534. 
Comments  received  on  or  before  August 
15, 1981  will  be  considered  before  final 
action  is  taken.  Copies  of  all  written 
comments  received  will  be  available  for 
examination  by  interested  persons  at 
the  Bureau  of  Prisons,  Room  760,  320 1st 
Street,  N.W.,  Washington,  D.C.  20534. 
The  proposed  rule  may  be  changed  in 
light  of  the  comments  received.  No  oral 
hearings  are  contemplated. 

In  consideration  of  the  foregoing,  it  is 
proposed  to  amend  28  CFR,  Chapter  V 
as  follows:  in  Subchapter  C,  revise  Part 
540,  Supart  B,  §  540.20  to  read  as 
follows: 

Subchapter  C— Institutional  Management 

PART  540— CONTACT  WITH  PERSONS 
IN  THE  COMMUNITY 

The  authority  citation  for  Part  540, 
Subpart  B  reads  as  follows: 

Authority:  5  USC  301;  18  USC  4001,  4042, 
4081,  4082,  5015,  5039;  28  USC  509,  510;  28 
CFR  0.95-0.99. 

***** 

By  revising  Part  540,  Subpart  B. 

§  540.20  to  read  as  follows: 

Subpart  B— Correspondence 


§  540.20  Payment  of  postage. 


(a)  Except  as  provided  in  paragraphs 
(d),  (e),  and  (g)  of  this  section,  postage 
charges  are  the  responsibility  of  the 
inmate.  The  Warden  shall  ensure  that 
the  inmate  commissary  has  postage 
stamps  available  for  purchase  by 
inmates. 


(b)  Writing  paper  and  envelopes  are 
provided  at  no  cost  to  the  inmate. 

(c)  Inmate  organizations  will  purchase 
their  own  postage. 

(d)  An  inmate  who  has  neither  funds 
nor  sufficient  postage  and  who  wishes 
to  mail  legal  mail  (includes  courts  and 
attorneys)  or  Administrative  Remedy 
forms  will  be  provided  the  postage  for 
such  mailing.  To  prevent  abuses  of  this 
provision,  the  Warden  may  impose 
restrictions  on  the  free  legal  and 
Administrative  remedy  mailings. 

(e)  Mailing  at  government  expense  is 
also  allowed  for  necessary 
correspondence  in  verified  emergency 
situations  for  inmates  with  neither  funds 
nor  sufficient  postage. 

(f)  Mail  received  with  postage  due 
may  not  be  delivered  to  the  inmate  until 
he  has  authorized  withdrawal  of  funds 
from  his  commissary  account  to  pay  the 
postage  due. 

(g)  Holdovers  and  pre-trial 
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commitments  will  be  provided  a 
reasonable  number  of  letters  at 
government  expense. 

(h)  Inmates  may  not  be  permitted  to 
receive  stamps  or  stamped  envelopes 
from  any  source  other  than  issuance 
from  the  institution  or  by  purchase  from 
commissary. 

(i)  Inmates  must  sign  for  all  stamps 
issued  (in  emergency  cases)  to  them  by 
institution  staff. 

Dated:  June  26, 1981. 

Norman  A.  Carlson, 

Director,  Bureau  of  Prisons. 

[FR  Doc.  81-19366  Filed  6-30-81;  8:45  am) 
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AGENCY  PUBLICATION  ON  ASSIGNED  DAYS  OF  THE  WEEK 

The  following  agencies  have  agreed  to  publish  This  is  a  voluntary  program.  (See  OFR 

all  documents  on  two  assigned  days  of  the  NOTICE  41  FR  32914,  August  6,  1976.) 

week  (Monday/Thursday  or  Tuesday/Friday). 


Monday _ , _ Tuesday  _ _ _ Wednesday _ _ _ Thursday _ _ _ Friday 

DOT/SECRETARY  _ USDA/ASCS _  DOT/SECRETARY  USDA/ASCS 

DOT/COAST  GUARD  USDA/FNS _  DOT/COAST  GUARD  USDA/FNS 

DOT/FAA _  USDA/FSQS  DOT/FAA  USDA/FSQS 

DOT/FHWA . USDA/REA  DOT/FHWA  USDA/REA 

DOT/FRA _  MSPB/OPM  DOT/FRA  MSPB/OPM 

DOT/NHTSA  LABOR _ ' _  DOT/NHTSA  LABOR 

DOT/RSPA _ HHS/FDA  DOT/RSPA  HHS/FDA 

DOT/SLSDC  _ _  DOT/SLSDC 

DOT/UMTA _ _  _  _ DOT/UMTA 


CSA  _  _  CSA 


Documents  normally  scheduled  for  publication  on  a  day  that 
will  be  a  Federal  holiday  will  be  published  the  next  work 
day  following  the  holiday. 

Comments  on  this  program  are  still  invited. 

Comments  should  be  submitted  to  the 


Day-of-the-Week  Program  Coordinator, 
Office  of  the  Federal  Register, 

National  Archives  and  Records  Service, 
General  Services  Administration, 
Washington,  D.C.  20408. 


TABLE  OF  EFFECTIVE  DATES  AND  TIME  PERIODS— JULY  1981 


This  table  is  for  determining  dates  in 
documents  which  give  advance  notice  of 
compliance,  impose  time  limits  on  public 
response,  or  announce  meetings. 

Agencies  using  this  table  in  planning 
publication  of  their  documents  must  allow 
sufficient  time  for  printing  production, 
fn  computing  these  dates,  the  day  after 
publication  is  counted  as  the  first  day.  When 

a  date  falls  on  a  weekend  or  a  holiday, 
the  next  Federal  business  day  is  used 
(see  1  CFR  18.17). 

A  new  table  will  be  published  in  the  first 
issue  of  each  month. 

Dates  of  FR 

15  days  after 

30  days  after 

45  days  after 

60  days  after 

90  days  after 

publication 

publication 

publication 

publication 

publication 

publication 

July  1 

July  16 

July  31 

August  17 

September  3 

September  29 

July  2 

July  17 

August  3 

August  17 

September  3 

September  30 

July  6 

July  21 

August  5 

Auqust  20 

September  4 

October  5 

July  7_, 

July  22 

August  6 

August  21 

September  8 

October  5 

July  8 

July  23 

August  7 

August  24 

September  8 

October  6 

July  9 

July  24 

August  10 

Auqust  24 

September  8 

October  7 

July  10 

July  27 

August  10 

August  24 

September  8 

October  8 

July  13 

July  28 

August  12 

August  27 

September  11 

October  13 

July  14 

July  29 

Auqust  13 

August  28 

September  14 

October  13 

July  15 

July  30 

August  14 

Auqust  31 

September  14 

October  13 

July  16 

July  31 

August  17 

August  31 

September  14 

October  14 

July  17 

August  3 

August  17 

Auqust  31 

September  1 5 

October  15 

July  20 

August  4 

August  19 

September  3 

September  18 

October  19 

July  21 

August  5 

August  20 

September  4 

September  20 

October  19 

July  22 

August  6 

August  21 

September  8 

September  20 

October  20 

July  23 

August  7 

August  24 

September  8 

September  20 

October  21 

July  24 

August  10 

August  24 

September  8 

September  22 

October  22 

July  27 

August  11 

August  26 

September  10 

September  25 

October  26 

July  28 

August  12 

August  27 

September  11 

September  28 

October  26 

July  29 

August  13 

August  28 

September  14 

September  28 

October  27 

July  30 

August  14 

August  31 

September  14 

September  28 

October  28 

July  31 

August  17 

August  31 

September  14 

September  29 

October  29 
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CFR  CHECKLIST;  1980/81  ISSUANCES 


This  checklist,  prepared  by  the  Office  of  the  Federal  Register,  is 
published  in  the  first  issue  of  each  month.  It  is  arranged  in  the  order 
of  CFR  titles,  and  shows  the  revision  date  and  price  of  the  volumes 
of  the  Code  of  Federal  Regulations  issued  to  date  for  1980/81. 

New  units  issued  during  the  month  are  announced  on  the  back 
cover  of  the  daily  Federal  Register  as  they  become  available. 

For  a  checklist  of  current  CFR  volumes  comprising  a  complete  CFR 
set,  see  the  latest  issue  of  the  LSA  (List  of  CFR  Sections  Affected), 
which  is  revised  monthly. 

The  annual  rate  for  subscription  service  to  all  revised  volumes  is 
$525  domestic,  $131.25  additional  for  foreign  mailing. 

Order  from  Superintendent  of  Documents,  Government  Printing 
Office,  Washington,  D.C.  20402. 


CFR  Unit  (Rev.  as  of 
Jan.  1,  1981): 


Title 

Price 

1-2 . 

$4.50 

3 . . . 

6.50 

4 . 

6.50 

5 . 

9.00 

6 . 

3.50 

7  Parts: 

53-209 . 

6.50 

300-399 . 

6.00 

400-699 . 

6.50 

900-944 . 

7.00 

945-980 . 

5.50 

981-999 . 

5.50 

1000-1059 . 

6.50 

1060-1119 . 

6.50 

1120-1199 . 

6.00 

1500-1899 . 

6.00 

2853-end . 

6.00 

8 . 

5.50 

9  Parts: 

1-199 . 

7.50 

200-end . 

6.50 

10  Parts: 

0-199 . 

7.50 

200-399 . 

7.50 

11 . 

5.50 

12  Parts: 

1-199 . 

6.00 

300-499 . 

6.00 

13 . 

7.00 

14  Parts: 

1-59 . 

7.50 

1200-end . 

6.00 

15  Parts: 

0-299 . 

5.50 

16  Parts: 

0-149 . 

6.50 

CFR  Index . 

.  8.50 

CFR  Unit  (Rev.  as  of 

Apr.  1,  1981): 

21  Parts: 

100-169 . 

.  6.50 

200-299 . 

.  4.75 

800-1299 . 

.  6.00 

1- 300-end . 

4.75 

CFR  Unit  (Rev.  as  of 

July  1,  1980): 

28 . 

.  7.00 

29  Parts: 

0-499 .  9.00 

500-1899 .  11.00 

1900-1910 .  9.00 

1911-1919 .  5.50 

1920-end . 8.00 

30  Parts: 

0-199 .  7  50 

200-end .  8.00 

31  Parts: 

0-199.... .  6.00 

200-end .  7.50 

32  Parts: 

1  -39  (Supplement) .  6.00 

40-399 .  10.00 

400-699 .  8.50 

700-799 .  8.00 

800-999 .  8.00 

1000-end .  6.50 

33  Parts: 

1-199 .  9.50 

200-end .  8.50 

34  . 6.00 

35  (Rev.  12/31/80) .  6.00 

36  .  7.50 

37  .  600 

38  .  11.00 

39  .  6.00 

40  Parts: 

0-51 .  7.50 

52 .  9.00 

53-80 .  7.50 

81-99 .  8.50 

100-399 .  13.00 

400-424 .  7.50 

425-end .  7.50 

41  Chapters: 

1-2 . . .  11.00 

3-6 .  8.00 

7  . 4.25 

8  .  4.50 

9  (Supplement) .  3.00 

10-17 .  7.50 

18  (Vol.  I) .  7.50 

18  (Vol.  II) .  9.00 

18  (Vol.  Ill) .  7.50 

19-100 .  7.50 

101 . 8.50 

102-end . 7.00 

CFR  Unit  (Rev.  as  of 
Oct.  1,  1980): 

42  Parts: 

1-399 .  9.50 


400-end ;. .  8.50 

43  Parts: 

1-199 .  6.50 

1000-end .  11.00 

44  .  7.00 

45  Parts: 

1-99 . - .  6.50 

100-149 .  7.50 

150-199 .  7.50 

200-499 .  5.50 

500-1199 .  7.50 

1200-end .  7.50 

46  Parts: 

1-29.. .  5.00 

30-40 .  4.75 

41-69 .  6.50 

70-89 .  5.50 

90-109 .  5.50 

140-155 .  6.00 

156-165  .  6.50 

166-199 .  6.00 

400-end .  6  00 


47  Parts: 

0-19 . 

650 

20-69 . 

850 

70-79  . 

.  7.50 

49  Parts: 

1-99 . . 

.  5.50 

100-177  (Rev. 

12/1/80) . 

.  800 

178-199  (Rev. 

12/1/80) . 

.  7.50 

200-399 . 

.  7.00 

400-999 . 

.  7.50- 

1000-1199 . 

_  7.50 

1200-1299 . 

9.00 

1300-end . 

.  650 

50  Parts: 

1-199 . 

.  600 

200-end . 

.  7.50 

MICROFICHE  EDITION  OF  THE  CFR: 

The  CFR  is  now  available  on  microfiche  from  the 
Superintendent  of  Documents.  Government  Printing 
Office.  Washington.  D.C.  20402,  at  the  following  prices: 

1980 

Complete  set  (one-time  mailing): 

$150.00  (domestic). 

Individual  copies — $2.00  each  (domestic). 

1981 

Subscription  (mailed  as  issued): 

$250.00  (domestic). 

Individual  copies — $2.00  each  (domestic). 
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CFR  ISSUANCES 

Pro)ected  1981  CFR  Issuances 

January,  April  and  July  Quarters 


This  list  restates  the  publication  plans  for  the  January  and  April,  1981 
quarters  and  projects  the  publication  plans  for  the  July,  1981  quarter.  A 
projected  schedule  that  will  include  the  October,  1981  quarter  will 
appear  in  the  first  Federal  Register  issue  of  October,  1981, 
immediately  after  the  CFR  checklist. 

Pricing  information  is  not  available  on  projected  issuances.  Individual 
announcements  of  the  actual  release  of  volumes  will  continue  to  be 
printed  in  the  Federal  Register  and  will  provide  the  price  and  ordering 
information.  The  monthly  CFR  checklist  and  the  Annual  Cumulative 
LSA  will  continue  to  provide  a  cumulative  list  of  CFR  volumes  actually 
printed. 

Normally,  CFR  volumes  are  revised  according  to  the  following 
schedule: 

Titles  1-16— January  1 
Titles  17-27 — April  1 
Titles  28-41— July  1 
Titles  42-50— October  1 

All  volumes  listed  below  will  adhere  to  these  scheduled  revision  dates 
unless  a  notation  in  the  listing  indicates  a  different  revision  date  for  a 
particular  volume. 

Titles  revised  as  of  January  1, 1981: 

Title  Title 

1-2 

3  Compilation 

4 

5 

6 

7  Parts: 

0-52 
53-209 
210-299 
300-399 
400-699 
700-899 
900-944 
945-980 
981-999 
1000-1059 
1060-1119 
1120-1199 
1200-1499 
1500-1899 
1900-2799 
2800-2851 
2852 
2853-end 

8 

9  Parts: 

1-199 
200-end 

10  Parts: 

0-199 
200-399 
400-499 
500-end 

11 

12  Parts: 

1-199 
200-299 
300-499 
500-end 

13 

14  Parts: 

1-59 
60-199 
200-1199 
1200-end 

15  Parts: 

0-299 
300-end 


16  Parts: 

0-149 

150-999 

1000-end 
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Titles  revised  as  of  April  1, 1981 

Title 

17  Parts: 

0-239 

240-end 

18  Parts: 

1-149 

150-399 

400-end 

19 

20  Parts: 

1-399 

400-499 

500-end 

21  Parts: 

1- 99 
100-169 
170-199 
200-299 
300-499 
500-599 
600-799 
800-1299 
1 300-end 

1308  Table  (Cover  only) 

22 

23 

24  Parts: 

0-199 
200-499 
500-799 
800-1699 
1 700-end 

25 

26  Parts: 

1(§§  1.0-1-1.169) 

1(§§  1.170-1.300) 

1(§§  1.301-1.400) 

1(§§  1.401-1.500) 

1(§§  1.501-1.640) 

1(§§  1.641-1.850) 

1(§§  1.851-1.1200) 

1(§§  1.1 201 -end) 

2- 29 
30-39 
40-299 
300-499 

500-599  (Cover  only) 

600-end  (Cover  only) 

27  Parts: 

1-199 

200-end 


Titles  revised  as  of  July  1, 1981: 

Title 

CFR  Index 

28  (Revised  as  of  October  1. 1981) 

29  Parts: 

0-99 

100-499 

500-899 

900-1899 

1900-1910 

1911-1919 

1920-end 

30  Parts: 

0-199 

200-end 

31  Parts: 

0-199 

200-end 

32  Parts: 

1-39,  Vol.  I  (Revision  date  to  be  announced) 

1  -39,  Vol.  II  (Revision  date  to  be  announced) 

1  -39,  Vol.  Ill  (Revision  date  to  be  announced) 

40-399 

400-699 

700-799 

800-999 

1000-end 

33  Parts: 

1-199 

200-end 

34  Parts: 

1-399 

400-end 

35  (Revised  as  of  December  31,  1981) 

36  Parts: 

1-199 

200-end 

37 

38  Parts: 

0-17 
1 8-end 

39 

40  Parts: 

0-51 

52 

53-80 

81-99 

100-149 

150-189 

190-399 

400-424 

425-end 

41  Parts: 

Chap.  1  (1-1  to  1-10) 

Chap.  1  (1-11  to  App.)-2 
Chap.  3-6 
Chap.  7 
Chap.  8 
Chap.  9 
Chap.  10-17 
Chap.  18  Vol.  I 
Chap.  18  Vol.  II 
Chap.  18  Vol.  HI 
Chap.  19-100 
Chap.  101 
Chap.  102 -end 
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AGENCY  ABBREVIATIONS 

Used  in  Highlights  and  Reminders 

(This  List  Will  Be  Published  Monthly  in  First  Issue  of  Month.) 


USDA  Agriculture  Department 

AMS  Agricultural  Marketing  Service 

APHIS  Animal  and  Plant  Health  Inspection  Service 

ASCS  Agricultural  Stabilization  and  Conservation  Service 

CCC  Commodity  Credit  Corporation 

EOA  Energy  Office,  Agriculture  Department 

EQOA  Environmental  Quality  Office,  Agriculture  Department 

ESS  Economics  and  Statistics  Service 

FmHA  Farmers  Home  Administration 

FAS  Foreign  Agricultural  Service 

FCIC  Federal  Crop  Insurance  Corporation 

FGIS  Federal  Grain  Inspection  Service 

FNS  Food  and  Nutrition  Service 

FS  Forest  Service 

FSQS  Food  Safety  and  Quality  Service 

IGO  Inspector  General  Office 

REA  Rural  Electrification  Administration 

SCS  Soil  Conservation  Service 

SEA  Science  and  Education  Administration 

TOA  Transportation  Office,  Agriculture  Department 

COMMERCE  Commerce  Department 

BEA  Bureau  of  Economic  Analysis 

BIE  Bureau  of  Industrial  Economics 

Census  Census  Bureau 

EDA  Economic  Development  Administration 

FSPSO  Federal  Statistical  Policy  and  Standards  Office 

FTZB  Foreign-Trade  Zones  Board 

ITA  International  Trade  Administration 

MA  Maritime  Administration 

MBDA  Minority  Business  Development  Agency 

NBS  National  Bureau  of  Standards 

NOAA  National  Oceanic  and  Atmospheric  Administration 

NTIA  National  Telecommunications  and  Information 

Administration 

NTIS  National  Technical  Information  Service 
PTO  Patent  and  Trademark  Office 
LISTS  United  States  Travel  Service 

DOD  Defense  Department 

AF  Air  Force  Department 
Army  Army  Department 
DCAA  Defense  Contract  Audit  Agency 
DIA  Defense  Intelligence  Agency 
DIS  Defense  Investigative  Service 
DLA  Defense  Logistics  Agency 
DMA  Defense  Mapping  Agency 
DNA  Defense  Nuclear  Agency 
EC  Engineers  Corps 
Navy  Navy  Department 

ED  Education  Department 

NCH  National  Council  for  the  Handicapped 
DOE  Energy  Department 

APA  Alaska  Power  Administration 
BPA  Bonneville  Power  Administration 

CRE  Conservation  and  Renewable  Energy,  Office  of  Assistant 
Secretary 

EIA  Energy  Information  Administration 
ERA  Economic  Regulatory  Administration 
ERO  Energy  Research  Office 
ETO  Energy  Technology  Office 
FERC  Federal  Energy  Regulatory  Commission 


OHA  Hearings  and  Appeals  Office,  Energy  Department 
SEPA  Southeastern  Power  Administration 
SWPA  Southwestern  Power  Administration 
WAPA  Western  Area  Power  Administration 

HHS  Health  and  Human  Services  Department 

ADAMHA  Alcohol.  Drug  Abuse,  and  Mental  Health 
Administration 

CDC  Centers  for  Disease  Control 
FDA  Food  and  Drug  Administration 
HCFA  Health  Care  Financing  Administration 
HDSO  Human  Development  Services  Office 
HRA  Health  Resources  Administration 
HSA  Health  Services  Administration 
NIH  National  Institutes  of  Health 

NIOSH  National  Institute  for  Occupational  Safety  and  Health 

PHS  Public  Health  Service 

RRO  Refugee  Resettlement  Office 

SSA  Social  Security  Administration 

HUD  Housing  and  Urban  Development  Department 
CARF  Consumer  Affairs  and  Regulatory  Functions,  Office  of 
Assistant  Secretary 

CPD  Community  Planning  and  Development,  Office  of  Assistant 
Secretary 

EQO  Environmental  Quality  Office,  Housing  and  Urban 
Development  Department 

FHC  Federal  Housing  Commissioner,  Office  of  Assistant 
Secretary  for  Housing 

FHEO  Fair  Housing  and  Equal  Opportunity,  Office  of  Assistant 
Secretary 

GNMA  Government  National  Mortgage  Association 

ILSRO  Interstate  Land  Sales  Registration  Office 

NCA  New  Communities  Administration 

NCDC  New  Community  Development  Corporation 

NVACP  Neighborhoods,  Voluntary  Associations  and  Consumer 

Protection,  Office  of  Assistant  Secretary 

SEECB  Solar  Energy  and  Energy  Conservation  Bank 

INTERIOR  Interior  Department 

BIA  Bureau  of  Indian  Affairs 
BLM  Bureau  of  Land  Management 
FWS  Fish  and  Wildlife  Service 
GS  Geological  Survey 
Mines  Mines  Bureau 
NPS  National  Park  Service 

OHA  Office  of  Hearings  and  Appeals,  Interior  Department 
RB  Reclamation  Bureau 

SMREO  Surface  Mining  Reclamation  and  Enforcement  Office 
JUSTICE  Justice  Department 

ANTITRUST  Antitrust  Division 

BJS  Bureau  of  Justice  Statistics 

DEA  Drug  Enforcement  Administration 

FCSC  Foreign  Claims  Settlement  Commission 

INS  Immigration  and  Naturalization  Service 

JJDPO  Juvenile  Justice  and  Delinquency  Prevention  Office 

LEAA  Law  Enforcement  Assistance  Administration 

NIC  National  Institute  of  Corrections 

NIJ  National  Institute  of  Justice 

OJARS  Justice  Assistance,  Research  and  Statistics  Office 
PARCOM  Parole  Commission 
PB  Prisons  Bureau 

LABOR  Labor  Department 

BLS  Bureau  of  Labor  Statistics 

ESA  Employment  Standards  Administration 

ETA  Employment  and  Training  Administration 

FCCPO  Federal  Contract  Compliance  Programs  Office 

LMSEO  Labor  Management  Standards  Enforcement  Office 

MSHA  Mine  Safety  and  Health  Administration 
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OSHA  Occupational  Safety  and  Health  Administration 
P&WBP  Pension  and  Welfare  Benefit  Programs  Office 
W&H  Wage  and  Hour  Division 

STATE  State  Department 

FSGB  Foreign  Service  Grievance  Board 

DOT  Transportation  Department 

CG  Coast  Guard 

FAA  Federal  Aviation  Administration 

FHWA  Federal  Highway  Administration 

FRA  Federal  Railroad  Administration 

NHTSA  National  Highway  Traffic  Safety  Administration 

RSPA  Research  and  Special  Programs  Administration 

SLSDC  Saint  Lawrence  Seaway  Development  Corporation 

UMTA  Urban  Mass  Transportation  Administration 

TREASURY  Treasury  Department 

ATF  Alcohol,  Tobacco  and  Firearms  Bureau 

Customs  Customs  Service 

Comptroller  Comptroller  of  the  Currency 

FACO  Foreign  Assets  Control  Office 

FS  Fiscal  Service 

IRS  Internal  Revenue  Service 

Mint  Mint  Bureau 

PDB  Public  Debt  Bureau 

RSO  Revenue  Sharing  Office 

SS  Secret  Service 

Independent  Agencies 

ANGTS  Alaska  Natural  Gas  Transportation  System,  Office  of 
Federal  Inspector 

ATBCB  Architectural  and  Transportation  Barriers  Compliance 
Board 

CAB  Civil  Aeronautics  Board 

CEQ  Council  on  Environmental  Quality 

CFTC  Commodity  Futures  Trading  Commission 

CITA  Textile  Agreements  Implementation  Committee 

CPSC  Consumer  Product  Safety  Commission 

CRC  Civil  Rights  Commission 

CSA  Community  Services  Administration 

DIDC  Depository  Institutions  Deregulation  Committee 

EEOC  Equal  Employment  Opportunity  Commission 

EPA  Environmental  Protection  Agency 

ESC  Endangered  Species  Committee 

EXIMBANK  Export-Import  Bank  of  the  U.S. 

FCA  Farm  Credit  Administration 

FCC  Federal  Communications  Commission 

FDIC  Federal  Deposit  Insurance  Corporation 

FEC  Federal  Election  Commission 

FEMA  Federal  Emergency  Management  Agency 

FEMA/USFA  United  States  Fire  Administration 

FFIEC  Federal  Financial  Institutions  Examination  Council 

FHLBB  Federal  Home  Loan  Bank  Board 

FHLMC  Federal  Home  Loan  Mortgage  Corporation 

FLRA  Federal  Labor  Relations  Authority 

FMC  Federal  Maritime  Commission 

FRAC  Federal  Register  Administrative  Committee 

FRS  Federal  Reserve  System 

FSIDP  Foreign  Service  Impasse  Disputes  Panel 

FSLRB  Foreign  Service  Labor  Relations  Board 

FTC  Federal  Trade  Commission 

GAO  General  Accounting  Office 

GPO  Government  Printing  Office 

GSA  General  Services  Administration 

GSA/ADTS  Automated  Data  and  Telecommunications  Service 

GSA/FPRS  Federal  Property  Resources  Service 

GSA/FSS  Federal  Supply  Service 

GSA/NARS  National  Archives  and  Records  Service 

GSA/OFR  Office  of  the  Federal  Register 

GSA/PBS  Public  Buildings  Service 


GSA/TPUS  Transportation  and  Public  Utilities  Service 

ICA  International  Communication  Agency 

ICC  Interstate  Commerce  Commission 

IDCA  International  Development  Cooperation  Agency 

IDCA/AID  Agency  for  International  Development 

ITC  International  Trade  Commission 

IRLG  Interagency  Regulatory  Liaison  Croup 

LSC  Legal  Services  Corporation 

MB  Metric  Board 

MSPB  Merit  Systems  Protection  Board 

MWSC  Minimum  Wage  Study  Commission 

NACEO  National  Advisory  Council  on  Economic  Opportunity 

NASA  National  Aeronautics  and  Space  Administration 

NCCB  National  Consumer  Cooperative  Bank 

NCUA  National  Credit  Union  Administration 

NFAH  National  Foundation  for  the  Arts  and  the  Humanities 

NLRB  National  Labor  Relations  Board 

NRC  Nuclear  Regulatory  Commission 

NSF  National  Science  Foundation 

NTSB  National  Transportation  Safety  Board 

OMB  Office  of  Management  and  Budget 

OMB/FPPO  Federal  Procurement  Policy  Office 

OPIC  Overseas  Private  Investment  Corporation 

OPM  Office  of  Personnel  Management 

OPM/FPRAC  Federal  Prevailing  Rate  Advisory  Committee 

OSTP  Office  of  Science  and  Technology  Policy 

PADC  Pennsylvania  Avenue  Development  Corporation 

PBGC  Pension  Benefit  Guaranty  Corporation 

PRC  Postal  Rate  Commission 

PS  Postal  Service 

ROAP  Reorganization  Office  of  Assistant  to  President 

RRB  Railroad  Retirement  Board 

SBA  Small  Business  Administration 

SEC  Securities  and  Exchange  Commission 

SFC  Synthetic  Fuels  Corporation 

SSS  Selective  Service  System 

Trade  Representative  Trade  Representative.  Office  of  United 
States 

TVA  Tennessee  Valley  Authority 
VA  Veterans  Administration 
WRC  Water  Resources  Council 
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REMINDERS 


The  “reminders”  below  identify  documents  that  appeared  in  issues  of 
the  Federal  Register  15  days  or  more  ago.  Inclusion  or  exclusion  from 
this  list  has  no  legal  significance. 

Deadlines  for  Comments  on  Proposed  Rules  for  the  Week 
of  July  5  through  July  11, 1981 

AGRICULTURE  DEPARTMENT 

Agricultural  Marketing  Service — 

30075,  6-5-81  /  Fresh  pears,  plums,  and  peaches  grown  in  Cal.; 

30077  grade  and  size  requirements;  comments  by  7-6-81 

32871  6-25-81  /  Grade  and  size  requirements  for  fresh  peaches 
grown  in  designated  Washington;  comments  by  7-10-81 

32872  6-25-81  /  Raisins  produced  from  grapes  grown  in 
California;  change  in  weight  dockage  systems  regulations; 
comments  by  7-10-81 

Animal  and  Plant  Health  Inspection  Service — 

26065  5-11-81  /  Procedures  for  the  approval  of  commercial  bird 

quarantine  facilities  and  recovery  of  costs  of  services; 
comments  by  7-10-81 

Federal  Crop  Insurance  Corporation — 

24954  5-4-81  /  Insuring  of  both  spring  and  fall-seeded  barley  in 

certain  states;  comments  by  7-6-81 
Food  and  Nutrition  Service — 

27960  5-22-81  /  Amount  of  initial  benefits;  comments  by  7-6-81 

Rural  Electrification  Administration — 

25096  5-5-81  /  Proposed  revision  of  REA  Bulletin  181-1;  Uniform 

System  of  Accounts  Prescribed  for  Electric  Borrowers; 
comments  by  7-6-81 

25096  5-5-81  /  Public  Information;  Appendix  A — REA  Bulletins 

Specification  for  Aerial  and  Underground  Telephone 
Cable,  PE-22  Specification  for  Direct  Burial  Telephone 
Cable,  PE-23  Specification  for  Filled  Buried  Wire,  PE-54; 
comments  by  7-6-81 

CIVIL  AERONAUTICS  BOARD 

25321  5-6-81  /  Air  carriers  and  foreign  air  carriers, 

Implementation  of  the  Consumer  Credit  Protection  Act; 
comments  by  7-6-81 

25637  5-8-81  /  Fare  summaries;  revocation  of  requirement  that 

certified  air  carriers  provide  at  all  ticketing  locations; 
comments  by  7-7-81 

29285  6-1-81  /  Standard  Foreign  Fare  Level  methodology; 

statements  of  general  policy;  comments  by  7-10-81 

CONSUMER  PRODUCT  SAFETY  COMMISSION 

25478  5-7-81  /  Semiannual  regulatory  flexibility  agenda; 

comments  by  7-6-81 

ENERGY  DEPARTMENT 

Federal  Energy  Regulatory  Commission — 

30833  6-11-81  /  High-cost  gas  produced  from  tight  formations; 

comments  by  7-6-81 

ENVIRONMENTAL  PROTECTION  AGENCY 

25481  5-7-81  /  Air  quality;  California  State  Implementation  Plan 

revision;  comments  by  7-6-81 

25483  .  5-7-81  /  Air  quality,  California  State  Implementation  Plan 

revision;  San  Joaquin  Valley;  comments  by  7-6-81 

25110  5-5-81  /  Approval  and  promulgation  of  State 

Implementation  Plan;  Nonattainment  area  plans  for  Utah; 
comments  by  7-6-81 

30355  6-8-81  /  California;  Southeast  Desert  Air  Basin 

nonattainment  area  plan,  approval  and  promulgation  of 
implementation  plans;  comments  by  7-8-81 


25655  5-8-81  /  Hydrocarbons,  National  Ambient  Air  Quality 

Standards;  proposed  revocation  of  rule;  comments  by 
7-7-81 

30360  6-8-81  /  Illinois;  proposed  approval  of  total  suspended 
particulate  State  implementation  plan  for  continental 
Grain  Co.;  comments  by  7-8-81 

30364  6-8-81  /  Maine;  Lead  State  Implementation  Plan,  approval 
and  promulgation  of  Implementation  Plans;  comments  by 
7-8-81 

30361  6-8-81  /  Maine;  Revision  to  State  Implementation  Plan, 
approval  and  promulgation  of  Implementation  Plans; 
comments  by  7-8-81 

30365  6-8-81  /  Massachusetts;  Revision  to  State  Implementation 
Plan;  comments  by  7-8-81 

18561  3-25-81  /  National  emission  standards  for  hazardous  air 

pollutants;  Benzene  emission  from  benzene  storage 
vessels;  comments  by  7-8-81 

30662  6-10-81  /  Polyvinyl  Chloride  (PVC)  proposed  exemption 

from  the  requirement  of  a  tolerance;  comments  by  7-10-81 
30506  6-9-81  /  Proposed  exemption  for  ammonium  chloride  from 

requirement  of  a  tolerance;  comments  by  7-9-81 
30654  6-10-81  /  Proposed  Revision  of  Maryland  State 

implementation  plan;  comments  by  7-10-81 
28180  5-26-81  /  Standards  of  performance  for  new  stationary 

sources;  asphalt  processing  and  asphalt  roofing 
manufacture;  comments  by  7-10-81 
30368  6-8-81  /  Texas;  Approval  of  conditionally  approved 

elements  in  the  Texas  plan  for  nonattainment  areas; 
comments  by  7-8-81 

30368  6-8-81  /  Vermont;  Designation  of  areas  for  air  quality 

planning  purposes;  attainment  status  redesignations: 
comments  by  7-8-81 

25323  5-6-81  /  Wisconsin;  Approval  and  promulgation  of 

implementation  plans;  comments  by  7-6-81 

FEDERAL  COMMUNICATIONS  COMMISSION 
32281  6-22-81  /  Federal-State  Joint  Board;  Order  Inviting 

Comments  and  Suggested  Information  Requests  Appendix 
B;  comments  by  7-6-81 

27728  5-21-81  /  FM  broadcast  station  in  Atoka,  Okla.;  proposed 

changes  in  table  of  assignments;  comments  by  7-10-81 
29488  6-2-81  /  FM  broadcast  station  Kaila-Kona,  Hawaii, 

proposed  changes  in  table  of  assignments;  comments  by 
7-10-81 

27726  5-21-81  /  FM  broadcast  station  in  Newport,  Washington; 
proposed  changes  in  table  of  assignments;  comments  by 
7-10-81 

27727  5-21-811  /  FM  broadcast  station  in  Owensville,  Missouri; 
proposed  changes  in  table  of  assignments;  comments  by 
7-10-81 

63305  9-24-80  /  Land  mobile  radio  stations;  additional 

technologies  which  can  improve  efficiency  of  radio 
spectrum  use;  reply  comments  by  7-10-81 
[Continent  period  extended  at  46  FR  17813  3-20-81) 

31292  6-15-81  /  Memphis,  Tenn.;  added  to  the  table  of 

assignments  for  Air-Ground  Stations  in  the  Domestic 
Public  Land  Mobile  Radio  Service;  comments  by  7-6-81 
30516  6-9-81  /  Overseas  communications  services;  comment 

period  extended  to  7-10-81 
(See  also  45  FR  76498, 11-19-80] 

28456  5-27-81  /  Overseas  communications  services;  reply 

comment  period  extended  to  7-6-81 
(See  also  45  FR  76498, 11-19-80;  45  FR  82280;  12-15-80:  46 
FR  9664, 1-29-81) 

25661  5-8-81  /  Telephone  systems;  license  contract  agreements 

and  other  intrasystem  arrangements;  comment  period 
extended  to  7-10-81 
(See  also  46  FR  12024,  2-12-81] 
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26507 

31290 

30114 

30113 

28560 

25476 

2566Q 

21368 

25651 

30081 

30080 

25107 

27968 
29955 

27969 

27732 

30092 


5- 13-81  /  Television  pickup  on  a  secondary  basis  to  the 
Local  Television  Transmission  Service,  amendment  to 
make  a  certain- frequency  available;  reply  comments  by 
7-6-81 

6- 15-81  /  Use  of  the  Subsidiary  Communications 
Authorization  of  Utility  Load  Management;  comments  by 

7- 8-81 

FEDERAL  HOME  LOAN  BANK  BOARD 

6-5-81  /  Geographic  restrictions  on  remote  service  unit 
operations;  eomments  by  7-7-81 

6- 5-81  /  Ownership  of  NOW  accounts;  comments  by 

7- 7-81 

FEDERAL  RESERVE  SYSTEM 

5-27-81  /  Proposed  commentary  which  applies  and 
interprets  the  requirements  of  Truth  in  Lending  to  open- 
end  and  closed-end  consumer  credit;  comments  by  7-10-81 

FEDERAL  TRADE  COMMISSION 

5-7-81  /  YKK  (U.S.A.)  Inc.;  proposed  consent  agreement; 
comments  by  7-6-81 

HEALTH  AND  HUMAN  SERVICES  DEPARTMENT 

Child  Support  Enforcement  Office — 

5-8-81  /  Child  support  enforcement  program;  payment  of 
incentives  to  States  which  collect  child  support  on  their 
own  behalf;  comments  by  7-7-81 

Food  and  Drug  Administration — 

4- 10-81  /  Animal  drugs,  feeds,  and  related  products; 
medicated  feed  applications  procedures:  definitions  and 
considerations;  comment  period  extended  to  7-8-81 

[See  also  46  FR  2456, 1-9-81] 

5- 8-81  /  Antibiotics  for  human  use;  revocation  of 
monographs  for  drugs  that  are  no  longer  marketed; 
comments  by  7-7-81 

[See  also  46  FR  30115,  June  5, 1981] 

6- 5-81  /  Food  additives  permitted  in  feed  and  drinking 
water  of  animals;  crambe  meal,  heat  toasted:  objections  by 

7- 6-81 

6- 5-81  /  Polydextrose;  Food  additives  permitted  for  direct 
addition  to  food  for  human  consumption;  objections  by 

7- 6-81 

5-5-81  /  Vaginal  contraceptive  drug  products  for  over-the- 
counter  use;  establishment  of  a  monograph;  extension  of 
time  for  comments;  comments  by  7-6-81 

[Originally  published  at  45  FR  82014, 12-12-80] 

INTERIOR  DEPARTMENT 

Geological  Survey — 

5- 22-81  /  Oil  and  gas  operating  regulations;  comments  by 

7-6-81 

6- 4-81  /  Outer  continental  shelf  leasing;  nondiscrimination 
against  minority  and  women-owned  businesses;  comments 
by  7-6-81 

National  Park  Service — 

5-22-81  /  Big  Cypress  National  Preserve;  use  of  off-road 
vehicles;  comments  by  7-6-81 

INTERSTATE  COMMERCE  COMMISSION 

5- 21-81  /  Classification,  exceptions  and  rules  tariff; 
investigation  into  motor  carrier  classification;  comments 
by  7-6-81 

6- 5-81  /  Motor  carrier  rate  bureaus;  implementation; 
comments  by  7-10-81 

LABOR  DEPARTMENT 

Occupational  Safety  and  Health  Administration — 


27358  5-19-81  /  Occupational  exposure  to  lead;  quantitative  Fit 

testing  provision;  comments  by  7-6-81 

NATIONAL  CREDIT  UNION  ADMINISTRATION 

31651  6-17-81  /  Deregulation  of  lending  policies,  amortization 

and  payment  of  loans  and  lines  of  credit  to  members; 
comments  by  7-10-81 

31660  6-17-81  /  Participation  loans;  purchase,  sale,  and  pledge  of 

eligible  obligations;  comments  by  7-10-81 

31654  6-17-81  /  Real  estate  mortgage  loans;  fixed  and  adjustable 

rates;  comments  by  7-10-81 

NAVAJO  AND  HOPI  INDIAN  RELOCATION  COMMISSION 

27967  5-22-81  /  Commission  operations  and  relocation 

procedures;  comments  by  7-7-81 

POSTAL  SERVICE 

30505  6-9-81  /  International  express  mail  rates  for  Republic  of 

South  Africa;  comments  by  7-8-81 

TRANSPORTATION  DEPARTMENT 

Coast  Guard — 

27724  5-21-81  /  IMCO  code  governing  shipment  of  bulk  solids: 

comments  by  7-6-81 

Federal  Aviation  Administration — 

25466  5-7-81  /  Petitions  for  rulemaking;  summary  of  petitions 

received  and  dispositions  and  petitions  denied;  comments 
by  7-7-81 

TREASURY  DEPARTMENT 

Alcohol,  Tobacco  and  Firearms  Bureau — 

24962  5-4-81  /  Ingredient  disclosure  on  labels  of  wine,  distilled 

spirits,  and  malt  beverages;  comments  by  7-6-81 

Fiscal  Service — 

27969  5-22-81  /  Service  charges  for  allotments  for  pay  to  savings 

accounts  of  Federal  civilian  employees;  comments  by 

7-10-81 

Deadlines  for  Comments  on  Proposed  Rules  for  the  Week 
of  July  12  through  July  18, 1981 

AGRICULTURE  DEPARTMENT 

Agricultural  Marketing  Service — 

25626  5-8-81  /  Filberts  grown  in  Oreg.  and  Wash.,  and  filbert 

imports:  grade  requirements;  comment  period  extended  to 

7-15-81 

[See  also  46  FR  21017,  4-8-81] 

Food  Safety  and  Quality  Service — 

26350  5-12-81  /  Maximum  inspection  rates  for  young  chickens 

and  alternate  method  of  post  mortem  inspection  of  young 
chickens  known  as  “modified  traditional  inspection”; 
interim  rule;  comments  by  7-13-81 

COMMERCE  DEPARTMENT  \ 

International  Trade  Administration — 

26275  5-12-81  /  Commodities  excluded  from  certain  special 

license  procedures,  advisory  notes  and  the  Commodity 
Control  List;  interim  rule;  comments  by  7-13-81 
Atmospheric  Administration — 

28883  5-29-81  /  Fishery  management  program  for  billfish 

fisheries  of  the  Western  Pacific  Region;  comments  by 
7-13-81 

ENERGY  DEPARTMENT 

Federal  Energy  Regulatory  Commission — 

31663  6-17-81  /  Commonwealth  of  Massachusetts's  petition  for 

declaratory  order  clarifying  method  of  calculation  of 
avoided  cost  for  all  utility  requirements;  comments 
extended  to  7-17-81 

[See  also  46  FR  26353,  5-12-81] 
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32270  6-22-81  /  High-Cost  Gas  Produced  from  Tight  Formations; 

comments  by  7-16-81 

ENVIRONMENTAL  PROTECTION  AGENCY 

26353  5-12-81  /  Approval  and  promulgation  of  implementation 

plans;  rule  revisions  for  two  Air  Pollution  Control  Districts 
in  California;  comments  by  7-13-81 

31675  6-17-81  /  Approval  and  promulgation  of  Implementation 

Plans;  South  Carolina;  comments  by  7-17-81 

[See  also  44  FR  40901,  7-13-79  and  45  FR  6572, 1-29-81] 

31637  6-17-81  /  Extension  of  feed  additive  regulation  on 

experimental  use  of  combined  residues  insecticide 
chlorpyrifos  and  its  metabolite  on  dried  citrus  pulp;  (final 
rule);  comments  by  7-17-81 

31023  6-12-81  /  Illinois;  removal  of  Slate  Implementation  Plan 
approval  condition;  comments  by  7-13-81 

31027  6-12-81  /  Indiana,  Designation  of  areas  for  air  quality 
planning  purposes;  comments  by  7-13-81 

31028  6-12-81  /  Kansas;  Application  for  interim  authorization, 
Phase  I,  hazardous  waste  management  program;  comments 
by  7-13-81 

31024  6-12-81  /  Ohio;  approval  and  promulgation  of 
Implementation  plans;  comments  extended  to  7-13-81 

[Originally  published  at  46  FR  7008, 1-26-81] 

31024  6-12-81  /  Oklahoma;  Submission  of  volatile  organic 

compound  (VOC)  regulations  for  Set  II  control  technique 
guideline  sources;  comments  by  7-13-81 

31279  6-15-81  /  l,2-benzisothiazolin-3-one;  proposed  exemption 

from  the  requirement  of  a  tolerance;  comments  by  7-15-81 

31026  6-12-81  /  Puerto  Rico;  approval  and  promulgation  of  Slate 

plans  for  designated  facilities  and  pollutants;  comments  by 
7-13-81 

32458  6-23-81  /  Remedial  action  standards  for  inactive  uranium 

processing  sites;  extension  of  comment  period;  comments 
by  7-15-81 

26501  5-13-81  /  Revisions  to  the  priority  list  of  categories  of 

stationary  sources;  comments  by  7-13-81 

31446  6-16-81  /  State  of  Maryland;  revision  to  State 

Implementation  Plan  for  total  suspended  particulate 
matters;  comments  by  7-16-81 

FEDERAL  COMMUNICATIONS  COMMISSION 

25662  5-8-81  /  FM  broadcast  stations  in  Christiansted,  and 

Fredericksted,  Virgin  Islands;  changes  in  table  of 
assignments;  reply  comments  by  7-13-81 

25489  5-7-81  /  FM  broadcast  station  in  Sonora,  Calif.;  preposed 

changes  in  table  of  assignments;  reply  comments  by 
7-13-81 

25488  5-7-81  /  FM  broadcast  station  in  Deer  Park,  Wash.; 

proposed  changes  in  table  of  assignments;  reply  comments 
by  7-13-81 

30124  6-5-81  /  Inquiry  into  the  development  of  regulatory  policy 

in  regard  to  Interim  Direct  Broadcast  Satellite  Service; 
comments  by  7-16-81 

31286  6-15-81  /  Inquiry  into  the  policies  to  be  followed  in  the 

authorization  of  common  carrier  facilities  to  meet  Pacific 
Region  Telecommunications  needs  during  the  1981-1995 
period;  comments  by  7-15-81 

31693  6-17-81  /  National  implementation  of  Final  Acts  of  1979 

World  Administrative  Radio  Conference;  comments  by 
7-15-81 

[See  also  46  FR  3060, 1-13-81 J 

28457  5-27-81  /  Pleading  cycle  on  Computer  and  Business  * 

Equipment  Manufacturers  Association  (CBEMA)  petition 
for  policy  ruling  on  AT&T  offering  of  new  customer- 
premises  equipment  (CPE)  filed  under  Federal  tariff  filed 
after  second  computer  inquiry  final  decision;  reply 
comments  by  7-17-81 


25487  5-7-81  /  TV  broadcast  station  in  Roanoke  Va.;  proposed 

changes  in  table  of  assignments;  reply  comments  by 
7-13-81 

FEDERAL  EMERGENCY  MANAGEMENT  AGENCY 
24951  5-4-81  /  Floodplain  management  and  protection  of 

wetlands;  rating  of  structures  in  coastal  high  hazard  areas; 
interim  rule;  comments  by  7-15-81 

FEDERAL  LABOR  RELATIONS  AUTHORITY  AND  FEDERAL 
SERVICE  IMPASSES  PANEL 

33019  6-26-81  /  Sub-regional  office  addresses,  listing;  Virginia; 

jurisdiction  under  Atlanta  Regional  Office;  comments  by 
7-15-81 

FEDERAL  MARITIME  COMMISSION 
30666  6-10-81  /  Former  employees;  rules  of  practice  and 

procedure;  comments  by  7-13-81 
HEALTH  AND  HUMAN  SERVICES  DEPARTMENT 

Food  and  Drug  Administration — 

31006  6-12-81  /  Antioxidants  and  Stabilizers;  Octadecyl  3.5-di- 
fert-butyl-4-hydroxy-hydrocinnamate;  indirect  food 
additive;  objections  by  7-13-81 

31005  6-12-81  /  Di-A-alkyl  (C8-Ci0)  dimethylammonium  chloride, 

n-alkyl  (Ciz-Cis)  benzyldimethyl-ammonium  chloride  and 
ethyl  alcohol  as  components  of  sanitizing  solutions; 
objections  by  7-13-81  5 

31009  6-12-81  /  Gentamicin  sulfate  injection;  antibiotic  drug; 

comments  by  7-13-81 

31004  6-12-81  /  Margarine  labeling;  ingredient  requirements; 

objections  by  7-13-81 

26790  5-15-81  /  Multiunit  and  multicomponent  food  packages; 

exemption  from  required  label  statements;  comments  by 
7-14-81 

31007  6-12-81  /  Tris  (2,4-di-tert-butylphenyl)-phosphate;  indirect 
food  additive;  objections  by  7-13-81 

INTERIOR  DEPARTMENT 

Fish  and  Wildlife  Service — 

33278  6-29-81  /  Deferral  of  effective  dates  for  final  rules  on 

Hawaiian  Tree  Snails,  Texas  Poppymallow,  gypsum  wild 
buckwheat  and  todsens  pennyroyal;  endangered  and 
threatened  wildlife  and  plants;  comments  by  7-17-81 
33278  6-29-81  /  Deferral  of  effective  dates  for  final  rules  on 

Hawaiian  Tree  Snails,  Texas  Poppymallow,  Gypsum  wild 
buck  wheat  and  Todsens  Pennyroyal;  endangered  and 
threatened  wildlife  and  plants;  comments  by  7-17-81 
18666  3-25-81  /  Proposed  1981-82  migratory  game  bird  hunting 

regulations  (preliminary);  comments  for  early  season 
proposals  by  7-13-81 

31030  6-12-81  /  Waterfowl  hunting,  areas  in  which  non-toxic 

shot  would  be  required;  comments  by  7-12-81 
INTERNATIONAL  TRADE  COMMISSION 
2SS73  5-28-81  /  Conduct  of  investigations  of  injury  to  domestic 

industry  results  from  imports;  comments  by  7-13-81 
INTERSTATE  COMMERCE  COMMISSION 
31450  6-16-81  /  Commercial  zones;  expansion  of  Washington, 

D.C.;  comments  by  7-16-81 
JUSTICE  DEPARTMENT 
Immigration  and  Naturalization  Service — 

26653  5-14-81  /  Amendment  of  provisions  for  inspection  of 

persons  applying  for  admission;  comments  by  7-13-81 
LABOR  DEPARTMENT 

Employment  and  Training  Administration — 

26789  5-15-81  /  Labor  certification  process  for  permanent 

employment  of  aliens  in  the  U.S.;  certification  of  Canadian 
railway  workers;  comments  by  7-14-81 
Occupational  Safety  and  Health  Administration — 

21785  4-14-81  /  Occupational  Health  Hazards  of  Toxic 

Chemicals  in  Laboratories;  comments  by  7-15-81 
MANAGEMENT  AND  BUDGET  OFFICE 
Federal  Procurement  Policy  Office — 
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26664  5-14-81  /  Availability  of  portion  of  Federal  Acquisition 

Regulation  on  source  selection  and  transportation; 
comments  by  7-15-81 

SECURITIES  AND  EXCHANGE  COMMISSION 
27344  5-19-81  /  Separate  financial  statements  required  by 

regulation  S-X;  Proposed  revision  of  rules;  comments  by 
7-13-81 

SMALL  BUSINESS  ADMINISTRATION 
31899  6-18-81  /  Minority  small  business  and  capital  ownership 

development  assistance  program;  delegation  of  approval 
or  denial  authority  to  designated  officials  for  advance 
payment  under  Section  8  contracts;  comments  by  7-18-81 

TREASURY  DEPARTMENT 

Alcohol,  Tobacco,  and  Firearms  Bureau — 

31020  6-12-81  /  Shenandoah  Valley  Viticultural  area;  comments 

by  7-13-81 

[Originally  published  at  46  FR  21623,  4-13-81 1 

VETERANS  ADMINISTRATION 

31022  6-12-81  /  Extension  of  educational  benefits  to  eligible 

persons;  comments  by  7-13-81 

Next  Week’s  Meetings 

AGRICULTURE  DEPARTMENT 

Forest  Service — 

29979  6-4-81  /  Caribou  National  Forest  Grazing  Advisory  Board 

Committee,  Lava  Hot  Springs,  Idaho  (open).  7-9-81 
30157  6-5-81  /  Oh-Be-Joyful  Wilderness  Study  Area,  Crested 

Butte,  Colo.,  7-7-81 

ARTS  AND  HUMANITIES,  NATIONAL  FOUNDATION 
31949  Humanities  Panel,  Washington,  D.C.  (closed),  7-8, 7-9  and 
7-10-81 

COMMERCE  DEPARTMENT 

International  Trade  Administration — 

31459  6-16-81  /  Electronic  Instrumentation  Technical  Advisory 

Committee,  Washington,  D.C.  (partially  open),  7-7-81 

32603  6-24-81  /  Importers  and  Retailers’  Textile  Advisory 
Committee,  Washington,  D.C.  (open),  7-9-81 

32604  6-24-81  /  Management-Labor  Textile  Advisory  Committee, 
Washington,  D.C.  (open),  7-9-81 

National  Oceanic  and  Atmospheric  Administration — 
31299  Mid-Atlantic  Fishery  Management  Council,  Philadelphia, 
Pa.  (open),  7-8,  7-9,  and  7-10-81 

31042  6-12-81  /  Northern  Anchovy  Fishery,  Long  Beach.  Calif, 
(open),  7-6-81 

DEFENSE  DEPARTMENT 

Air  Force  Department — 

31699  USAF  Scientific  Advisory  Board,  Langley  AFB,  Va. 
(closed),  7-7  and  7-8-81 
Army  Department — 

31043  6-12-81  /  Army  Science  Board,  Laurel,  Md.  (closed),  7-9 
and  7-10-81 

Office  of  the  Secretary — 

31467  6-16-81  /  Defense  Science  Board  Task  Force  on  Defense 

Nuclear  Agency  Technology  Base  Program.  Washington, 
D.C.  (closed),  7-6  and  7-7-81 

32303  6-22-81  /  National  Hydropower  Study,  Fort  Belvoir.  Va. 

(open),  7-5  through  7-11-81 

31917  6-18-81  /  Wage  Committee,  Washington,  D.C.  (closed). 

7-7-81 

.  ENERGY  DEPARTMENT 

Energy  Research  Office — 

32490  6-23-81  /  Energy  Research  Advisory  Board.  Washington, 

D.C.  (open).  7-9  and  7-10-81 
Southeastern  Power  Administration — 


30192  6-5-81  /  Kerr-Philpott  System,  proposed  rate  extensions 

and  rate  adjustment.  Raleigh.  N.C.  7-9-81 
ENVIRONMENTAL  PROTECTION  AGENCY 
31746  6-17-81  /  Science  Advisory  Agency  Board.  Clean  Air 

Scientific  Advisory  Committee.  Triangle  Park.  N.C.  (open). 
7-7  through  7-9-81 
FEDERAL  TRADE  COMMISSION 

31662  6-17-81  /  Funeral  industry  practices.  Washington.  D.C., 

7-7  and  7-8-81 

[See  also  46  FR  6976. 1-22-81  and  46  FR  21784.  4-14-81 1 

FINE  ARTS  COMMISSION 

27515  5-20-81  /  Meeting,  Washington.  D.C.  (open).  7-7-81 

HEALTH  AND  HUMAN  SERVICES  DEPARTMENT 

Disease  Control  Center — 

30702  6-10-81  /  Occupational  Health  and  Safety  Issues  Affecting 

Minority  Workers  National  Conference.  Cincinnati.  Ohio 
(open),  7-6  through  7-8-81 
Food  and  Drug  Administration — 

31061  6-12-81  /  Miscellaneous  Internal  Drug  Products  Panel. 

Rockville,  Md.  (open),  7-10-81  (telephone  conference  call) 
(Rescheduled  at  46  FR  33105.  6-26-81) 

National  Institutes  of  Health — 

32316  6-22-81  /  Clinical  Trials  Committee.  National  Cancer 

Institute,  Bethesda,  Md.  (partially  open),  7-9-81 
312317  6-22-81  /  Microbiology  and  Infectious  Diseases  Advisory 

Committee,  Bethesda,  Md.  (partially  open).  7-9  and 
7-10-81  (open  and  closed  times  are  changed) 

[See  also  46  FR  24302.  4-30-81 1 
HOUSING  AND  URBAN  DEVELOPMENT  DEPARTMENT 
32509  6-23-81  /  President’s  Commission  on  Housing. 

Washington,  D.C.  (open),  7-7  and  7-8-81 
INTERIOR  DEPARTMENT 
Land  Management  Bureau — 

30576  6-9-81  /  Carson  City  District  Advisory  Council.  Sparks. 

Nev.  (open),  7-10-81 

29990  6-4-81  /  Medford  District  Advisory  Council.  Mfedford. 

Oreg.  (open),  7-10-81 

30201  6-5-81  /  Southern  Rio  Grande  Planning  Area.  Las  Cruces. 

N.  Mex.  (open),  7-8-81  and  Truth  and  Consequences.  N. 
Mex.  (open),  7-9-81 

30705  6-10-81  /  Susanville  District  Grazing  Advisory  Board. 

Susanville,  Calif,  (open),  corrected  from  6-9  to  7-9-81 
[See  also  46  FR  28953,  5-29-81 1 

METRIC  BOARD 

32544  6-23-81  /  Public  Forum.  Charlotte,  N.C.  (open).  7-9-81 

NATIONAL  AERONAUTICS  AND  SPACE  ADMINISTRATION 
31121  6-12-81  /  NASA  Wage  Committee.  Washington.  D.C. 

(closed),  6-26-81  changed  to  7-8-81 
[See  also  46  FR  29012.  5-29-81] 

NATIONAL  SCIENCE  FOUNDATION 
29771  6-3-81  /  Special  Research  Equipment  Advisory 

Committee,  Biology  Subcommittee,  Washington.  D.C. 
(closed),  7-7  and  7-8-81 
NUCLEAR  REGULATORY  COMMISSION 
29806  6-3-81  /  Lawyer  Vacancies  on  the  Licensing  Board  Panel. 

Screening  Committee.  Bethesda,  Md.  (closed).  7-7  and 
7-8-81 

32544  6-23-81  /  Reactor  Safeguards  Advisory  Committee. 

Washington,  D.C.  (partially  open).  7-9  through  7-11-81 
31951  6-18-81  /  Reactor  Safeguards  Advisory  Committee,  Decay 

Heat  Removal  System  Subcommittee.  Washington,  D.C. 
(open),  7-6-81 

32355  6-22-81  /  Reactor  Safeguards  Advisory  Committee, 

Emergency  Core  Cooling  Systems  Subcommittee,  Idaho 
Falls,  Idaho  (open),  rescheduled  from  6-23  and  6-24-81  to 
7-7-81 

[See  also  46  FR  30434.  6-8-81 1 
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32545  6-23-81  /  Reactor  Safeguards  Advisory  Committee, 

Nuclear  Safety  Research  Program  Subcommittee, 
Washington,  D.C.  (open),  7-8-81 

32546  6-23-81  /  Reactor  Safeguards  Advisory  Committee,  Pilgrim 
Station  Unit  2  Subcommittee,  Washington,  D.C.  (open), 
7-8-81 

31951  6-18-81  /  Reactor  Safeguards  Advisory  Committee, 

Reactor  Fuel  Subcommittee,  Washington,  D.C.  (partially 
open),  7-7-81 

30925  6-11-81  /  Safety-related  electrical  equipment, 

qualification,  requirements.  Bethesda,  Md.  (open),  7-7 
through  7-10-81 

STATE  DEPARTMENT 

Office  of  the  Secretary — 

31803  6-17-81  /  International  Investment,  Technology,  and 

Development  Advisory  Committee,  Preparations  for  the 
UN  Conference  on  New  and  Renewable  Sources  of  Energy 
Working  Group,  Washington,  D.C.  (open),  7-9-81 

TRADE  REPRESENTATIVE,  QFFICE  OF  THE  UNITED  STATES 
30951  6-11-81  /  Trade  Negotiations  Advisory  Committee, 

Washington,  D.C.  (closed),  7-8-81 

TRANSPORTATION  DEPARTMENT 

Federal  Aviation  Administration — 

32363  6-22-81  /  Fifth  Human  Factors  Workshop  on  Aviation:  , 

Biomedical  and  Behavioral  Factors,  Oklahoma  City,  Okla. 
(open),  7-7  through  7-9-81 

31397  6-15-81  /  Radio  Technical  Commission  for  Aeronautics. 

Special  Committee  145,  Digital  Avionics  Software,  Seattle, 
Wash,  (open),  7-7,  7-8,  and  7-9-81 
32363  6-22-81  /  Sixth  Human  Factors  Workshop  on  Aviation: 

Maintenance  and  the  Interrelationships  in  Design, 
Operations,  and  Training,  Oklahoma  City,  Okla.  (open), 

7-7  through  7-9-81 

TREASURY  DEPARTMENT 

Office  of  the  Secretary — 

30468  6-8-81  /  USA-Pakistan  Tax  Treaty  Issues,  Washington, 

D.C.  (open),  7-7-81 

30468  6-8-81  /  USA-Sri  Lanka  Tax  Treaty  Issues,  Washington, 

D.C.  (open),  7-7-81 

VETERANS  ADMINISTRATION 

26977  5-15-81  /  Cooperative  Studies  Evaluation  Committee, 

Washington,  D.C.  (partially  open),  7-9  and  7-10-81 

Next  Week's  Public  Hearing 

AGRICULTURE  DEPARTMENT 

Agricultural  Marketing  Service — 

31424  6-16-81  /  Milk  in  Puget  Sound,  Wash.,  and  Inland  Empire 

Marketing  areas:  amendments  to  tentative  marketing 
agreements  and  order ,  Seattle,  Wash.,  7-7-81 

COMMERCE  DEPARTMENT 

National  Oceanic  and  Atmospheric  Administration — 
29301  6-1-81  /  Mullica  River  Estuarine  Sanctuary,  draft 

environmental  impact  statement,  Pomona,  N.J.,  7-7-81 

DEFENSE  DEPARTMENT 

Navy  Department — 

19969  4-2-81  /  Naval  Discharge  Review  Board.  San  Diego,  Calif., 

7-5  through  7-11-81 

INTERIOR  DEPARTMENT 

Land  Management  Bureau — 

29769  6-3-81  /  Southern  Rio  Grande  Environmental  Impact 

Statement,  Las  Cruces,  N.  Mex.,  7-8-81;  Truth  or 
Consequences,  N.  Mex.,  7-9-81 

TRANSPORTATION  DEPARTMENT 

Coast  Guard — 


31278  6-15-81  /  Establishment  of  Special  Anchorage  Area  in 

Boston  Inner  Harbor,  Boston,  Mass.,  7-9-81 

List  of  Public  Laws 

Note:  No  public  bills  which  have  become  law  were  received  by  the 
Office  of  the  Federal  Register  for  inclusion  in  today’s  List  of  Public 
Laws. 

Last  Listing  June  26, 1981 

Documents  Relating  to  Federal  Grant  Programs 

This  is  a  list  of  documents  relating  to  Federal  grant  programs  which 
were  published  in  the  Federal  Register  during  the  previous  week. 

DEADLINES  FOR  COMMENTS  ON  PROPOSED  RULES 
33020  6-26-81  /  USDA/FmHA — Energy  Impacted  Area 

Development  Assistance  Program:  eligibility  and  funds 
disbursement  changes:  comments  by  8-27-81 
APPLICATIONS  DEADLINES 

32608  6-24-81  /  ED — Community  Education  Program:  apply  by 

7-27-81 

32848  6-24-81  /  ED — National  Institute  of  Handicapped 

Research;  rehabilitation  research  and  training  centers, 
rehabilitation  engineering,  and  knowledge  dissemination 
and  utilization  programs;  apply  by  8-10-81 
32972  6-25-81  /  Justice/NIJ — Competitive  research  solicitation  to 

evaluate  a  field  test  of  the  early  representation  by 
Defense-Counsel  Program;  submit  draft  proposals  by 
7-31-81 

32972  6-25-81  /  NFAII — Designation  of  state  humanities  councils 

eligible  for  FY  1982  funds;  submit  plans  by  9-1-81 

MEETINGS 

33146  6-26-81  /  NFAH — Humanities  Panel,  Washington,  D.C. 

(closed),  7-14-81 

OTHER  ITEMS  OF  INTEREST 

32471  6-23-81  /  ED — Pell  Grant  Program;  closing  dates  for 

submission  of  student  eligibility  report  under  validation 
procedures  for  1980-1981  school  year 
33133  6-26-81  /  Justice/JJDPO — Funding  policy  for  balance  of 

fiscal  year  1981 

33135  6-26-81  /  Labor/ETA — Employment  transfer  and  business 

competition  determinations;  applications 
32713  6-24-81  /  LSC — Grants  and  Contracts;  Farmworker 

Litigation  Support  Fund,  Inc.;  solicitation  of  comments  or 
recommendations 

32713  6-24-81  /  LSC — Grants  and  contracts;  Nevada;  solicitation 

of  comments  or  recommendations 
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Quantity 

Volume 

Price 

Amount 

Title  3— The  President 

$6.50 

$ 

Title  7— Agriculture 
(Parts  1000  to  1059) 


6.50 


Title  10 — Energy 
(Parts  200  to  399) 


7.50 

Total  Order 


A  Cumulative  checklist  of  CFR  issuances  for  1980  appears  in  the  back  of  the  first  issue  of  the  Federal  Register 
each  month  in  the  Reader  Aids  section.  In  addition,  a  checklist  of  current  CFR  volumes,  comprising  a  complete 
CFR  set,  appears  each  month  in  the  LSA  (List  of  CFR  Sections  Affected). 
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Mail  to:  Superintendent  of  Documents,  U.S.  Government  Printing  Office,  Washington,  D.C.  20402 


Enclosed  find  $_ 


Make  check  or  money  order  payable 


to  Superintendent  of  Documents.  (Please  do  not  send  cash  or 
stamps).  Include  an  additional  25%  for  foreign  mailing. 


Charge  to  my  Deposit  Account  No. 
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Total  charges  S _ 
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Please  send  me  the  Code  of  Federal  Regulations  publications  I  have 
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